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T/lia  edition  is  a  slightly  modified  version  of  a  report  submitted  to  and 
accepted  by  the  Defense  Science  Board  on  11  February  1970.  It  is  intended  both 
as  a  general  introduction  to  the  problem  of  security  controls  in  computer  systems 
and  as  a  guide  to  system  designers  and  programmers,  system  implementers,  and 
operational  personnel.  The  only  omissions  are  two  memoranda  of  transmittal 
which  concern  DOD  actions  necessary  to  permit  and  encourage  implementation 
of  resource-sharing  and  security-controlling  computer  systems. 
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PREFACE 


The  question  of  security  control  in  resource-sharing  systems  was  brought 
into  focus  for  the  Department  of  Defense  by  a  series  of  events  in  the  spring  and 
summer  of  1967.  Such  systems  were  being  procured  in  increasing  numbers  for 
government  installations;  the  problems  of  security  for  them  were  becoming  of 
pressing  concern  both  to  defense  contractors  and  to  military  operations;  the 
Research  Security  Administrators  had  forwarded  a  position  paper  through  the 
Defense  Supply  Agency  to  the  Director  for  Security  Policy  in  the  Office  of 
Assistant  Secretary  of  Defense  (Administration)  soliciting  action.  Since  the 
matter  involved  technical  issues,  the  paper  was  referred  to  the  Office  of  the 
Director  of  Defense  Research  and  Engineering  for  consideration. 

In  June  1967,  the  Deputy  Director  (Administration,  Evaluation  and  Man¬ 
agement)  requested  the  Director  of  the  Advanced  Research  Projects  Agency 
(ARPA)  to  form  a  Task  Force  to  study  and  recommend  hardware  and  software 
safeguards  that  would  satisfactorily  protect  classified  information  in  multi¬ 
access,  resource-sharing  computer  systems.  Within  ARPA,  the  responsibility 
for  this  task  was  forwarded  to  Mr.  Robert  W.  Taylor,  Director  of  the  Office  of 
Information  Processing  Techniques. 

A  series  of  discussions  was  held  during  the  summer  and  fall  months  of 
1967  with  people  from  the  university  and  industrial  communities,  culminating 
in  the  formation  by  October  1967  of  a  Task  Force  consisting  o^"  a  Steering  Group 
and  two  Panels.  The  organizational  meeting  was  held  the  following  month,  and 
thereafter  the  Panels  and  the  Steering  Group  met  on  a  regular  basis  to  formu¬ 
late  the  recommendations  that  constitute  the  body  of  this  Report. 

The  Task  Force  has  operated  formally  under  the  authority  of  the  Defense 
Science  Board.  Following  are  the  members  of  the  Steering  Group: 

Willis  H.  Ware,  Chairman,  The  Rand  Corporation,  Santa  Monica,  Calif. 

J.  Patrick  Haverty,  Deputy  Chairman,  The  Rand  Corporation,  Santa 
Monica,  Calif. 

Robert  A.  Mosier,  Vice  Chairman,  System  Development  Corporation,  Santa 
Monica,  Calif. 

Arthur  A.  Bushkin,  Secretary,  Lockheed  Missiles  and  Space  Co.,  Palo  Alto, 
Calif,  (formerly,  Massachusetts  Institute  of  Technology  and  Bolt,  Bern- 
nek  and  Newman) 

Elliot  Cassidy,  Directorate  for  Security  Policy,  Department  of  Defense, 
Washington,  D.C. 

John  F.  Egan,  Office  of  the  Secretary  of  Defense/ DDR&E,  Department  of 
Defense,  Washington,  D.C. 

Edward  L.  Glaser,  Case  Western  Reserve  University,  Cleveland,  Ohio 
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John  W.  Kuipers,  Central  Intelligence  Agency,  Washington,  D  C. 

Jerome  D.  Moskowitz,  National  Security  Agency,  Fort  George  G.  Meade, 
Maryland 

Lawrence  G.  Roberts  (formerly,  Robert  W.  Taylor),  Advanced  Research 
Projects  Agency,  Department  of  Defense,  Washington,  D.C. 

Robert  von  Buelow,  System  Development  Corporation,  Santa  Monica, 
Calif 

The  two  panels  organized  under  the  Steering  Group  are  the  Policy  Panel 
and  the  Technical  Panel.  The  following  are  members  of  the  Policy  Panel; 

Jerome  D.  Moskowitz,  Chairman,  National  Security  Agency,  Fort  George  G. 
Meade,  Maryland 

Donal  Burns,  Central  Intelligence  Agency,  Washington,  D  C. 

Thomas  Chittenden,  National  Security  Agency,  Fort  George  G.  Meade, 
Maryland 

Richard  G.  Cleaveland,  Defense  Communication  Agency,  Washington,  D.C. 

Roy  McCabe,  System  Development  Corporation,  Sacramento,  Calif. 

Barry  Wessler,  Advanced  Research  Projects  Agency,  Department  of  De¬ 
fense,  Washington,  D.C. 

Ronald  Wigington,  Chemical  Abstracts  Service,  Columbus,  Ohio 

Edward  L.  Glaser  (ex  officio).  Case  Western  Reserve  University,  Cleveland, 
Ohio 

Willis  H.  Ware  (ex  officio).  The  Rand  Corporation,  Santa  Monica,  Calif 

The  Technical  Panel  consists  of  the  following: 

Edward  L.  Glaser,  Chairman,  Case  Western  Reserve  University,  Cleveland, 
Ohio 

Arthur  A.  Bushkin,  Secretary,  Lockheed  Missiles  and  Space,  Co.,  Palo 
Alto,  Calif 

James  P.  Anderson,  James  P.  Anderson  and  Co.,  Fort  Washington,  Pa. 

Edward  H.  Bensley,  The  MITRE  Corporation,  Bedford,  Mass. 

Charles  R.  Blair,  International  Business  Machines  Corp.,  Yorktown,  N.  Y. 

Daniel  L.  Edwards,  National  Security  Agency,  Washington,  D.C. 

Harold  M.  Jayne,  Executive  Office  of  The  President,  Washington,  D.C. 

Lawrence  G.  Roberts,  Advanced  Research  Projects  Agency,  Department  of 
Defense,  Washington,  D.C. 

Jerome  H.  Saltzer,  Massachusetts  Institute  of  Technology,  Cambridge, 
Mass. 

Jerome  D.  Moskowitz  (ex  officio).  National  Security  Agency,  Fort  George  G. 
Meade,  Maryland 

Willis  H.  Ware  (ex  officio).  The  Rand  Corporation,  Santa  Monica,  Calif. 

Initially,  the  representative  of  the  Directorate  for  Security  Policy  was 
Lieutenant  Commander  Armen  Chertavian  (USN);  and  the  representative  to 
the  Policy  Panel  from  the  Central  Intelligence  Agency,  was  Mr.  Fred  Ohm. 
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AUTHORSHIP 

The  members  of  the  Task  Force  participated  as  individuals  knowledgeable 
of  the  technical,  policy,  and  administrative  issues  involved.  Thus,  the  views 
stated  herein  do  not  reflect  the  policy  of  the  Federal  Government,  any  of  its 
agencies,  or  any  university  or  industrial  corporation 

Ultimately,  a  Report  has  to  be  written  by  one  person.  The  original  draft 
was  written  by  Willis  H.  Ware  using  sources  as  noted  below.  It  was  then 
critiqued,  modihed,  emended,  and  shaped  by  the  members  of  the  Steering 
Group  and  the  Panels.  A  second  complete  draft  was  written  by  Thomas  Chit¬ 
tenden,  and  the  final  version  by  Willis  H.  Ware. 

Each  Panel  produced  a  series  of  papers  which  formed  the  basis  for  the 
recommendations  on  software,  hardware,  procedures,  and  policy.  The  Intro¬ 
duction  and  portions  of  Part  A  were  initially  authored  by  Wade  B.  Holland, 
utilizing  material  provided  by  Willis  H.  Ware  and  other  sources.  Section  V  of 
Part  A,  on  System  Characteristics,  is  largely  from  Willis  H.  Ware,  incorporat¬ 
ing  material  from  a  paper  by  the  Technical  Panel  and  some  information  from 
personal  letters  of  Prof  E.  L.  Glaser. 

Part  B,  the  Policy  Considerations  and  Recommendations,  is  substantially 
from  the  final  paper  produced  by  the  Policy  Panel.  Many  of  the  explanatory 
comments  come  from  the  original  paper,  although  some  were  added  in  the  final 
writing.  The  Technical  Recommendations,  Part  C,  mainly  reflect  the  content 
of  two  papers  produced  by  the  Technical  Panel,  modified  to  a  minor  extent  by 
information  from  personal  letters  of  Prof  Glaser.  Finally,  Part  D,  on  Manage¬ 
ment  and  Administrative  Control,  was  written  by  Willis  H.  Ware,  and  utilizes 
ideas  from  "Security  of  Classified  Information  in  the  Defense  Intelligence 
Agency’s  Analyst  Support  and  Research  System”  (February  1969,  C-3663/MS- 
5),  and  from  "Security  Procedures  for  the  RYE  System”  (W.  B.  Ellis,  December 
1968). 

The  Appendix  was  first  drafted  by  Arthur  A.  Bushkin  and  Willis  H.  Ware; 
it  was  subsequently  extended  and  rewritten  by  Mr.  Bushkin  and  Robert  M. 
Balzer. 

The  final  editing  and  details  of  format  and  style  are  due  to  Wade  B.  Hol¬ 
land.  The  Report  was  printed  and  published  by  The  Rand  Corporation,  under 
ARPA  sponsorship. 
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INTRODUCTION 


the  advent  of  resource  sharing  computer  systems  that  distribute  the 
capabilities  and  components  of  the  machine  configuration  among  several  users 
or  several  tasks,  a  new  dimension  has  been  added  to  the  problem  of  safeguard¬ 
ing  computer-resident  classified  information.  The  basic  problems  associated 
with  machine  processing  of  classified  information  are  not  new.  They  have  been 
encountered  in  the  batch-processing  mode  of  operation  and,  more  recently,  in 
the  use  of  remote  job-entry  systems;  the  methods  used  to  safeguard  information 
in  these  systems  have,  for  the  most  part,  been  extensions  of  the  traditional 
manual  means  of  handling  classified  documents. 

The  increasingly  widespread  use  of  resource-sharing  systems  has  intro¬ 
duced  new  complexities  to  the  problem.  Moreover,  the  use  of  such  systems  has 
focused  attention  on  the  broader  issue  of  using  computers,  regardless  of  the 
configuration,  to  store  and  process  classified  information. 

Resource-sharing  systems  are  those  that  distribute  the  resources  of  a  com¬ 
puter  system  (e  g.,  memory  space,  arithmetic  units,  pieripheral  equipment, 
channels)  among  a  number  of  simultaneous  users.  The  term  includes  systems 
commonly  called  time  sharing,  multiprogrammed,  remote  batch,  on-line,  m.nii 
access,  and,  where  two  or  more  processors  share  all  of  the  primary  merru, 
multiprocessing.  The  principle  distinction  among  the  systems  is  whether  .a  'j 
must  be  present  (at  a  terminal,  for  example)  to  interact  with  his  job  (time¬ 
sharing,  on-line,  multi-access),  or  whether  the  jobs  execute  autonomously  (mul¬ 
tiprogrammed,  remote  batch).  Resource-sharing  allows  many  people  to  use  the 
same  complex  of  computer  equipment  concurrently,  ^e  users  are  generally, 
although  not  necessarily,  geographically  separated  froni  the  central  processing 
equipment  and  interact  with  the  machine  via  remote  terminals  or  consoles. 
Each  user’s  program  is  executed  in  some  order  and  for  some  period  of  time,  not 
necessarily  to  completion.  The  central  processing  equipment  devotes  its  re¬ 
sources  to  servicing  users  in  turn,  resuming  with  each  where  it  left  off  in  the 
previous  processing  cycle.  Due  to  the  speeds  of  modern  computers,  the  in¬ 
dividual  user  is  rarely  aware  that  he  is  receiving  only  a  fraction  of  the  system’s 
attention  or  that  his  job  is  being  fragmented  into  pieces  for  processing. 

Multiprogramming  is  a  technique  by  which  resource-sharing  is  accom¬ 
plished.  Several  jobs  are  simultaneously  resident  in  the  system,  each  being 
handled  by  the  various  system  components  so  as  to  maximize  efficient  utiliza¬ 
tion  of  the  entire  configuration.  The  operating  system'  switches  control  from 
one  job  to  another  in  such  a  way  that  advantage  is  taken  of  the  machine’s  most 


'The  system  software,  which  schedules  work  through  the  computer  system,  assigns  resources 
to  each  job,  accounts  for  resources  used,  etc 
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powerful — and  most  exf)ensive — resources.  In  practice,  one  of  the  basic  fea¬ 
tures  of  multiprogramming  is  to  prevent  jobs  demanding  large  amounts  of  time 
in  input  or  output  functions  (I  Obound  jobs)  from  tying  up  the  central  proces¬ 
sor;  this  is  accomplished  usually  by  allowing  each  job  to  execute  until  an  input 
or  output  operation  is  required,  at  which  point  another  job  begins  to  execute 
concurrently  with  the  I/O  request  On  the  other  hand,  a  time-sharing  system 
regularly  interrupts  each  job  in  turn,  allowing  each  to  execute  for  some  inter¬ 
val  of  time  determined  by  the  computer  system  itself  rather  than  by  the 
structure  of  the  job 

Systems  incorporating  capabilities  of  the  types  enumerated  represent 
some  of  the  latest  advances  in  computer  technolog>’.  Basically,  they  are  in¬ 
tended  to  provide  the  most  efficient  utilization  of  expensive  computing  facilities 
for  the  widest  range  of  users.  A  single  system  is  able  to  handle  several  users 
or  several  sets  of  data  simultaneously,  contributing  to  more  economical  opera¬ 
tion.  In  addition  to  the  direct  advantages  of  vastly  improved  resource  utiliza¬ 
tion  and  greatly  increased  economy  of  operation,  they  can  drastically  reduce 
service  turn-around  time,  enable  users  with  little  or  no  formal  knowledge  of 
programming  to  interact  directly  with  the  machine,  and  extend  computing 
capabilities  to  many  smaller  installations  that  would  be  unable  to  support  a 
dedicated  machine 

This  study,  while  receiving  its  impetus  from  the  concern  that  has  been 
generated  by  the  increasing  number  of  time-sharing  systems,  is  addressed  to 
all  computer  systems  that  may  process  cleissified  material.  Methods  developed 
to  insure  the  security  of  resource-sharing  systems  are  applicable  to  other  kinds 
of  computing  systems. 
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Part  A 

NATURE  OF  THE  PROBLEM 


I.  Tin;  SKCl  RITV  PROBLK.M 

The  wide  use  of  computers  in  military  and  de¬ 
fense  installations  has  long  necessitated  the  applica¬ 
tion  of  security  rules  and  regulations  A  basic  princi¬ 
ple  underlying  the  security  of  computer  systems  has 
traditionally  been  that  of  isolation — simply  remov¬ 
ing  the  entire  system  to  a  physical  environment  in 
w  hich  penetrability  is  acceptably  minimized  The  in¬ 
creasing  use  of  systems  in  which  some  equipment 
components,  such  eis  user  access  terminals,  are 
widely  spread  geographically  has  introduced  new 
complexities  and  issues  These  problems  are  not 
amenable  to  solution  through  the  elementary  safe¬ 
guard  of  physical  isolation. 

In  one  sense,  the  expanded  problems  of  security 
provokt*d  by  resource-sharing  systems  might  be 
viewed  as  the  price  one  pays  for  the  advantages 
these  systems  have  to  offer  However,  viewing  the 
question  from  the  aspect  of  such  a  simplistic  tradeoff 
obscures  more  fundamental  issues  First,  the 
security  problem  is  not  unique  to  any  one  typie  of 
computer  system  or  configuration;  it  applies  across 
the  spectrum  of  computational  technology  While 
the  present  papt-r  frames  the  discussions  in  terms  of 
time-sharing  or  multiprogramming,  we  are  really 
dealing  not  with  system  configurations,  but  with 
security,  ttxlay’s  computational  technology  has 
servi-d  as  catalyst  for  focusing  attention  on  the  prob¬ 
lem  of  protecting  classified  information  resident  in 
computer  systems 

Secondly,  resource-sharing  .systems,  where  the 
problems  of  security  are  admittedly  most  acute  at 
present,  mu.st  be  designed  to  protect  each  user  from 
interference  by  another  user  or  by  the  system  itself, 
and  must  provide  some  sort  of  "privacy”  protection 


to  users  who  wish  to  preserve  the  integrity  of  their 
data  and  their  programs  Thus,  designers  and  manu¬ 
facturers  of  resource-sharing  systems  are  concerned 
with  the  fundamental  problem  of  protecting  infor¬ 
mation.  In  protecting  classified  information,  there 
are  differences  of  degree,  and  there  are  new  surface 
problems,  but  the  basic  issues  are  generally  equiva¬ 
lent  The  solutions  the  manufacturer  designs  into 
the  hardware  and  software  must  be  augmented  and 
refined  to  provide  the  additional  level  of  protection 
demandt*d  of  machines  functioning  in  a  security  en¬ 
vironment 

The  recommendations  of  the  Defense  Science 
Board’s  Task  Force  on  Computer  Security  represent 
a  compilation  of  techniques  and  procedures  which 
should  be  considered  both  separately  and  in  combi¬ 
nation  when  designing  or  adopting  data  processing 
systems  to  provide  security  or  user  privacy.  The  solu¬ 
tions  to  specific  problems  are  intended  to  be  flexible 
and  adaptive  to  the  needs  of  any  installation,  rather 
than  being  oriented  to  any  one  applications  environ¬ 
ment  It  is  intended  that  the  general  guidelines  in 
this  Report  be  of  use  to  IX)D  components,  other  gov¬ 
ernment  installations,  and  contractors. 


II.  TVPKS  ()1  (.(J.MPLTKR  SYSTKMS 

There  are  several  ways  in  which  a  computer  sys¬ 
tem  can  be  physically  and  ojjerationally  organized  to 
serve  its  users.  The  security  controls  will  depend  on 
the  configuration  and  the  sensitivity  of  data  proc¬ 
essed  in  the  system  The  following  discussion  pre¬ 
sents  two  ways  of  viewing  the  physical  and  opera¬ 
tional  configurations. 
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Kquipment  ArraiiKemcnl  and  Disposition 

The  ornani/ation  of  the  central  processing  facili¬ 
ties  for  batch  or  for  time-shared  processing,  and  the 
arrangement  of  access  capabilities  for  local  or  for 
remote  interaction  are  depicted  in  Fig  1.  Simple 
batch  pnx’essing  is  the  historical  and  still  prevalent 
nuxle  of  operation,  wherein  a  number  of  jobs  or  tran¬ 
sactions  are  grouped  and  processed  as  a  unit.  The 
batches  are  usually  manually  organized,  and  for  the 
most  part  each  individual  job  is  processed  to  comple¬ 
tion  in  the  order  in  which  it  was  received  by  the 
machine  An  important  characteristic  of  such  single¬ 
queue,  batched,  run-to-completion  systems  which  do 
not  have  an  integrated  file  management  system  for 
non  demountable,  on-line  memory  media  is  that  the 
system  n»-«“d  have  no  "management  awareness” 
f  rom  job  to  job  Stmsitive  materials  can  be  erased  or 
removi*d  from  the  computer  quickly  and  relatively 
cheaply,  and  mass  memory  media  containing  sensi¬ 
tive  information  can  be  physically  separated  from 
the  system  and  secured  for  protection.  This  charac¬ 
teristic  explains  why  solution  to  the  problem  we  are 
treating  has  not  been  as  urgent  in  the  past 

In  multiprogramming,  on  the  other  hand,  the 
jobs  are  organized  and  priK'essed  by  the  system  ac¬ 
cording  to  algorithms  designed  to  maximize  the  effi¬ 
ciency  of  the  total  system  in  handling  the  complete 
set  of  transactions  In  lixal-avcess  systems,  all  ele¬ 
ments  are  physically  located  within  the  computer 
central  facility,  in  remote-access  systems,  some  units 
are  gwjgraphically  distant  from  the  central  proces¬ 
sor  and  connected  to  it  by  communication  lines 

I  ser  ('apabilities 

.-\nother  way  of  viewing  the  types  of  systems, 
shown  in  Fig  2,  is  based  on  the  levels  of  computing 
capahility  available  to  the  user 

File-query  systems  (Type  Ii  enable  the  user  to 
execute  only  limited  application  programs  embed¬ 
ded  in  the  system  and  not  available  to  him  for  altera¬ 
tion  or  change  He  selects  for  execution  one  or  more 
available  application  programs  He  may  be  able  to 
couple  s«'veral  of  these  programs  together  for  auto¬ 
matic  execution  in  sequence  and  to  insert  parame¬ 
ters  into  the  selected  prfjgrams. 

Interpretive  systems  (Type  III  provide  the  user 


with  a  programming  capability,  but  only  in  terms  of 
input  language  symbols  that  result  in  direct  execu¬ 
tion  within  the  computer  of  the  operations  they 
denote.  Such  symbols  are  not  used  to  construct  an 
internal  machine  language  program  that  can  subse¬ 
quently  be  executed  upon  command  from  the  user. 
Thus,  the  user  cannot  obtain  control  of  the  machine 
directly,  because  he  is  buffered  from  it  by  the  inter¬ 
pretive  software 

Compiler  systems  (Type  III)  provide  the  user 
with  a  programming  capability,  but  only  in  terms  of 
languages  that  execute  through  a  compiler  embed¬ 
ded  in  the  system.  The  instructions  to  the  compiler 
■ire  translated  by  it  into  an  assembly  language  or 
basic  machine  language  program.  Program  execu¬ 
tion  is  controlUxl  by  the  user;  however,  he  has  availa¬ 
ble  to  him  only  the  limited  compiler  language. 

Full  programming  systems  (Type  IV)  give  the 
user  extensive  and  unrestrained  programming  capa¬ 
bility.  Not  only  cun  he  execute  programs  written  in 
standard  compiler  languages,  but  he  also  can  create 
new  programming  languages,  write  compilers  for 
them,  and  embed  them  within  the  system.  This  gives 
the  user  intimate  interaction  with  and  control  over 
the  machine’s  complete  resources — excepting  of 
course,  any  resources  prohibited  to  him  by  informa¬ 
tion-protecting  safeguards  (e.g.,  memory  protection, 
base  register  controls,  and  I/O  hardware  controls). 

In  principle,  all  combinations  of  equipment  confi¬ 
gurations  (Fig  1 )  and  operational  capabilities  (Fig.  2) 
can  exist.  In  practice,  not  all  the  possible  combina¬ 
tions  have  been  implemented,  and  not  all  the  pos¬ 
sibilities  would  provide  useful  operational  charac¬ 
teristics. 


III.  THRKATS  TO  SYSTEM  SECURITY 

By  their  nature,  computer  systems  bring 
together  a  series  of  vulnerabilities.  There  are  human 
vulnerabilities  throughout;  individual  acts  can  acci¬ 
dentally  or  deliberately  jeopardize  the  system’s  in¬ 
formation  protection  capabilities.  Hardware  vul¬ 
nerabilities  are  shared  among  the  computer,  the 
communication  facilities,  and  the  remote  units  and 
consoles.  There  are  software  vulnerabilities  at  all 
levels  of  the  machine  operating  system  and  support¬ 
ing  software;  and  there  are  vulnerabilities  in  the 
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organization  of  the  protection  system  (e.g.,  in  access 
control,  in  user  identification  and  authentication, 
etc).  How  serious  any  one  of  these  might  be  depends 
on  the  sensitivity  i classification)  of  the  information 
being  handled,  the  class  of  users,  the  computational 
capabilities  available  to  the  user,  the  operating  envi¬ 
ronment,  the  skill  with  which  the  system  has  been 
designed,  and  the  capabilities  of  potential  attackers 
of  the  system. 

These  points  of  vulnerability  are  applicable  both 
in  industrial  environments  handling  proprietary  in¬ 
formation  and  in  government  installations  process¬ 
ing  classified  data.  This  Report  is  concerned  directly 
with  only  the  latter;  it  is  sufficient  here  to  acknowl¬ 
edge  that  the  entire  range  of  issues  considered  also 
has  a  "civil"  side  to  which  this  work  is  relevant. 

Types  of  Vulnerabilities 

The  design  of  a  secure  system  must  provide  pro¬ 
tection  against  the  various  types  of  vulnerabilities. 
These  fall  into  three  major  categories:  accidental  dis¬ 
closures,  deliberate  penetrations,  and  physical  at¬ 
tack. 

Accidental  Disclosure.  A  failure  of  compo¬ 
nents,  equipment,  software,  or  subsystems,  resulting 
in  an  exposure  of  information  or  violation  of  any 
element  of  the  system.  Accidental  disclosures  are 
frequently  the  result  of  failures  of  hardware  or  soft¬ 
ware.  Such  failures  can  involve  the  coupling  of  infor¬ 
mation  from  one  user  (or  computer  program)  with 
that  of  another  user,  the  "clobbering”  of  information 
(i.e.,  rendering  files  or  programs  unusable),  the  de¬ 
feat  or  circumvention  of  security  measures,  or  unin¬ 
tended  change  in  security  status  of  users,  files,  or 
terminals.  Accidental  disclosures  may  also  occur  by 
improper  actions  of  machine  operating  or  mainte¬ 
nance  personnel  without  deliberate  intent. 

Deliberate  Penetration.  A  deliberate  and  cov¬ 
ert  attempt  to  (1)  obtain  information  contained  in 
the  system,  (2)  cause  the  system  to  operate  to  the 
advantage  of  the  threatening  party,  or  (ft)  manipu¬ 
late  the  system  so  as  to  render  it  unreliabl  e  or  unusa¬ 
ble  to  the  legitimate  operator.  Deliberate  eflTorts  to 
penetrate  secure  systems  can  either  be  active  or  pas¬ 
sive.  Passive  methods  include  wire  tapping  and 
monitoring  of  electromagnetic  emanations.  Active 
infiltration  is  an  attempt  to  enter  the  system  so  as  to 
obtain  data  from  the  files  or  to  interfere  with  data 


files  or  the  system.' 

Active  Infiltration.  One  method  of  accomplish¬ 
ing  active  infiltration  is  for  a  legitimate  user  to  pene¬ 
trate  portions  of  the  system  for  which  he  has  no 
authorization.  The  design  problem  is  one  of  prevent¬ 
ing  access  to  files  by  someone  who  is  aware  of  the 
access  control  mechanisms  and  who  has  the  knowl¬ 
edge  and  desire  to  manipulate  them  to  his  own  ad¬ 
vantage.  For  example,  if  the  access  control  codes  are 
all  four-digit  numbers,  a  user  can  pick  any  four-digit 
number,  and  then,  having  gained  access  to  some  file, 
begin  interacting  with  it  in  order  to  learn  its  con¬ 
tents. 

Another  class  of  active  infiltration  techniques  in¬ 
volves  the  exploitation  of  trap-door*  entry  points  in 
the  system  that  by-pass  the  control  facilities  and 
permit  direct  access  to  files.  Trap-door  entry  points 
often  are  created  deliberately  during  the  design  and 
development  stage  to  simplify  the  insertion  of  au¬ 
thorized  program  changes  by  legitimate  system  pro¬ 
grammers,  with  the  intent  of  closing  the  trap-door 
prior  to  operational  use.  Unauthorized  entry  points 
can  be  created  by  a  system  programmer  who  wishes 
to  provide  a  means  for  bypassing  internal  security 
controls  and  thus  subverting  the  system.  There  is 
also  the  risk  of  implicit  trap-doors  that  may  exist 
because  of  incomplete  system  design — i.e.,  loopholes 
in  the  protection  mechanisms.  For  example,  it  might 
be  possible  to  find  an  unusual  combination  of  system 
control  variables  that  will  create  an  entry  path 
around  some  or  all  of  the  safeguards. 

Another  potential  mode  of  active  infiltration  is 
the  use  of  a  special  terminal  illegally  tied  into  the 
communication  system.  Such  a  terminal  can  be  used 
to  intercept  information  flowing  between  a  legiti¬ 
mate  terminal  and  the  central  processor,  or  to 
manipulate  the  system.  For  example,  a  legitimate 
user’s  sign-off  signal  can  be  intercepted  and  can¬ 
celled;  then,  the  illegal  terminal  can  take  over  in¬ 
teraction  with  the  processor.  Or,  an  illegal  terminal 
can  maintain  activity  during  periods  when  the  legiti¬ 
mate  user  is  inactive  but  still  maintaining  an  open 

‘Tlie  di.scussion  of  subversion  is  largely  based  on  the  article  by 
H.  K.  Petersen  and  R.  Turn,  "System  Implications  of  Information 
Privacy,"  AFIPS  Conference  Proceedings,  Vol.  30,  Thompson 
Books,  Washington,  D  C.,  1967,  pp.  291-300. 

’Any  opportunity  to  penetrate,  subvert,  mislead,  or  by-pass 
security  controls  through  an  idiosyncracy  of  the  software,  soft¬ 
ware-hardware,  hardware,  procedural  controls,  etc. 
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line.  Finally,  the  illegal  terminal  might  drain  off 
output  directed  to  a  legitimate  terminal  and  pass  on 
an  error  message  in  its  place  so  as  to  delay  detection. 

Active  infiltration  also  can  be  by  an  agent  oper¬ 
ating  within  the  secure  organization.  This  technique 
may  be  restricted  to  taking  advantage  of  system  pro¬ 
tection  inadequacies  in  order  to  commit  acts  that 
appear  accidental  but  which  are  disruptive  to  the 
system  or  to  its  users,  or  which  could  result  in  acqui¬ 
sition  of  classified  information.  At  the  other  ex¬ 
treme,  the  agent  may  actively  seek  to  obtain  remova¬ 
ble  files  or  to  create  trap  doors  that  can  be  exploited 
at  a  later  date.  Finally,  an  agent  might  be  placed  in 
the  organization  simply  to  learn  about  the  system 
and  the  operation  of  the  installation,  and  to  obtain 
what  pieces  of  information  come  his  way  without 
any  particularly  covert  attempts  on  his  part  at  subv¬ 
ersion. 

Passive  Subversion.  In  passive  subversion, 
means  are  applied  to  monitor  information  resident 
within  the  system  or  being  transmitted  through  the 
communication  lines  without  any  corollary  attempt 
to  interfere  with  or  manipulate  the  system.  The  most 
obvious  method  of  passive  infiltration  is  the  wire  tap. 
If  communications  between  remote  terminals  and 
the  central  processor  are  over  unprotected  circui's, 
the  problem  of  applying  a  wire  tap  to  the  computer 
line  is  similar  to  that  of  bugging  a  telephone  call.  It 
is  al.so  possible  to  monitor  the  electromagnetic  ema¬ 
nations  that  are  radiated  by  the  high-speed  elec¬ 
tronic  circuits  that  characterize  so  much  of  the 
equipment  used  in  computational  systems.  Energy 
given  off  in  this  form  can  be  remotely  recorded  with¬ 
out  having  to  gain  physical  access  to  the  system  or 
to  any  of  its  components  or  communication  lines. 
The  possibility  of  successful  exploitation  of  this  tech¬ 
nique  must  always  be  considered. 

Physical  Attack.  Overt  assault  against  or  at¬ 
tack  upon  the  physical  environment  (e  g.,  mob  ac¬ 
tion)  is  a  type  of  vulnerability  outside  the  scope  of 
this  Report. 

IV.  AREAS  OF  SECURITY 
PROTECTION 

The  system  designer  must  be  aware  of  the  points 
of  vulnerability,  which  may  be  thought  of  as  leakage 
points,  and  he  must  provide  adequate  mechanisms  to 


counteract  both  accidental  and  deliberate  events. 
The  specific  leakage  points  touched  upon  in  the 
foregoing  discussion  can  be  classified  in  five  groups: 
physical  surroundings,  hardware,  software,  com¬ 
munication  links,  and  organizational  (personnel  and 
procedures).  The  overall  safeguarding  of  informa¬ 
tion  in  a  computer  system,  regardless  of  configura¬ 
tion,  is  achieved  by  a  combination  of  protection  fea¬ 
tures  aimed  at  the  different  areas  of  leakage  points. 
Procedures,  regulations,  and  doctrine  for  some  of 
these  areas  are  already  established  within  DOD,  and 
are  not  therefore  within  the  purview  of  the  Task 
Force.  However,  there  is  some  overlap  between  the 
various  areas,  and  when  the  application  of  security 
controls  to  computer  systems  raises  a  new  aspect  of 
an  old  problem,  the  issue  is  discussed.  An  overview 
of  the  threat  points  is  depicted  in  Fig.  3. 

Physical  Protection 

Security  controls  applied  to  safeguard  the  physi¬ 
cal  equipment  apply  not  only  to  the  computer  equip¬ 
ment  itself  and  to  its  terminals,  but  also  to  such 
removable  items  as  printouts,  magnetic  tapes,  mag¬ 
netic  disc  packs,  punchcards,  etc.  Adequate  DOD 
regulations  exist  for  dissemination,  control,  storage, 
and  accountability  of  classified  removable  items. 
Therefore,  security  measures  for  these  elements  of 
the  system  are  not  examined  in  this  Report  unless 
there  are  some  unique  considerations.  The  following 
general  guidelines  apply  to  physical  protection. 

(a)  The  area  containing  the  central  computing 
complex  and  associated  equipment  (the  ma¬ 
chine  room  or  operational  area)  must  be 
secured  to  the  level  commensurate  with  the 
most  highly  classified  and  sensitive  material 
handled  by  the  system. 

(b)  Physical  protection  mu.st  be  continuous  in 
time,  because  of  the  threat  posed  by  the  possi¬ 
bility  of  physical  tampering  with  equipment 
and  because  of  the  likelihood  that  classified 
information  will  be  stored  within  the  com¬ 
puter  system  even  when  it  is  not  operating. 

(c)  Remote  terminal  devices  must  be  afforded 
physical  protection  commensurate  with  the 
classification  and  sensitivity  of  information 
that  can  be  handled  through  them.  While  re¬ 
sponsibility  for  instituting  and  maintaining 
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physical  protection  measures  is  normally  as¬ 
signed  to  the  organization  that  controls  the 
terminal,  it  is  advisable  for  a  central  au¬ 
thority  to  establish  uniform  physical  security 
standards  (specific  protection  measures  and 
regulations)  for  all  terminals  in  a  given  sys¬ 
tem  to  insure  that  a  specified  security  level 
can  be  achieved  for  an  entire  system.  Termi¬ 
nal  protection  is  important  in  order  to; 

•  Prevent  tampering  with  a  terminal  (in¬ 
stalling  intelligence  sensors); 

•  Prevent  visual  inspection  of  classified 
work  in  progress; 

•  Prevent  unauthorized  persons  from  trying 
to  call  and  execute  classified  programs  or 
obtain  classified  data. 

If  parts  of  the  computer  system  (e.g ,  magnetic 
disc  files,  copies  of  printouts)  contair-  onusually  sen¬ 
sitive  data,  or  must  be  physically  isolated  during 
maintenance  procedures,  it  may  be  necessary  to 
physically  separate  them  and  independently  control 
access  to  them.  In  such  cases,  it  may  be  practical  to 
provide  direct  or  remote  visual  surveillance  of  the 
ultra-sensitive  areas.  If  visual  surveillance  is  used,  it 
must  be  designed  and  installed  in  such  a  manner 
that  it  cannot  be  used  as  a  trap-door  to  the  highly 
sensitive  material  it  is  intended  to  protect. 

Hardware  Leakage  Points 

Hardware  portions  of  the  system  are  subject  to 
malfunctions  that  can  result  directly  in  a  leak  or 
cause  a  failure  of  security  protection  mechanisms 
elsewhere  in  the  system,  including  inducing  a  soft¬ 
ware  malfunction.  In  addition,  properly  operating 
equipment  is  susceptible  to  being  tapped  or  other¬ 
wise  exploited.  The  types  of  failures  that  most  di¬ 
rectly  affect  security  include  malfunctioning  of  the 
circuits  for  such  protections  as  bounds  registers, 
memory  read-write  protect,  privileged  mode  opera¬ 
tion,  or  priority  interrupt.  Any  hardware  failure  po¬ 
tentially  can  affect  security  controls;  e  g.,  a  single-bit 
error  in  memory. 

Both  active  and  passive  penetration  techniques 
can  be  used  against  hardware  leakage  points.  In  the 
pa.ssive  mode,  the  intervener  may  attempt  to  moni¬ 
tor  the  system  by  tapping  into  communication  lines, 
or  by  monitoring  compromising  emanations.  Wholly 


isolated  systems  can  be  physically  shielded  to  elimi¬ 
nate  emanations  beyond  the  limits  of  the  secure  in¬ 
stallation,  but  with  geographically  dispersed  sys¬ 
tems  comprehensive  shielding  is  more  difficult  and 
expensive.  Currently,  the  only  practical  solutions 
are  those  used  to  protect  communications  systems. 

The  problem  of  emanation  security  is  covered  by 
existing  regulations;  there  are  no  new  aspects  to  this 
problem  raised  by  modern  computing  systems.  It 
should  be  emphasized,  however,  that  control  of 
spurious  emanations  must  be  applied  not  only  to  the 
main  computing  center,  but  to  the  remote  equip¬ 
ment  as  well. 

Although  difficult  to  accomplish,  the  possibility 
exists  that  covert  monitoring  devices  can  be  in¬ 
stalled  within  the  central  processor.  The  problem  is 
that  the  computer  hardware  involved  is  of  such  com¬ 
plexity  that  it  is  easy  for  a  knowledgeable  person  to 
incorporate  the  necessary  equipment  in  such  a  way 
as  to  make  detection  very  difficult.  His  capability  to 
do  so  assumes  access  to  the  equipment  during  manu¬ 
facture  or  major  maintenance.  Equipment  is  also 
vulnerable  to  deliberate  or  accidental  rewiring  by 
maintenance  personnel  so  that  installed  hardware 
appears  to  function  normally,  but  in  fact  by-passes 
or  changes  the  protection  mechanisms. 

Remote  consoles  els  i  present  potential  radiation 
vulnerabilities.  Moreover,  there  is  a  possibility  that 
recG.ding  devices  might  be  attached  to  a  console  to 
pirate  information.  Other  remote  or  peripheral 
equipment  can  present  dangers.  Printer  ribbons  or 
platens  may  bear  impressions  that  can  be  analyzed; 
removable  storage  media  (magnetic  tapes,  disc 
packs,  even  punchcards)  can  be  stolen,  or  at  least 
removed  long  enough  to  be  copied. 

Erasure  standards  for  magnetic  media  are  not 
within  the  scope  of  this  Task  Force  to  review  or  es¬ 
tablish.  However,  system  designers  should  be  aware 
that  the  phenomena  of  retentivity  in  magnetic 
materials  is  inadequately  understood,  and  is  a  threat 
to  system  security. 

Software  Leakage  Points 

Software  leakage  points  include  all  vulnerabili¬ 
ties  directly  related  to  the  software  in  the  computer 
system.  Of  special  concern  is  the  operating  system 
and  the  supplementary  programs  that  support  the 
operating  system  because  they  contain  the  software 
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safeguards.  Weaknesses  can  result  from  improper 
design,  or  from  failure  to  check  adequately  for  com¬ 
binations  of  cii  cumstances  that  can  lead  to  un¬ 
predictable  consequences.  More  serious,  however,  is 
the  fact  that  operating  systems  are  very  large,  com¬ 
plex  structures,  and  thus  it  is  impossible  to  exhaus¬ 
tively  test  for  every  conceivable  set  of  conditions 
that  might  arise.  Unanticipated  behavior  can  be 
triggered  by  a  particular  user  program  or  by  a  rare 
combination  of  user  actions.  Malfunctions  might 
only  disrupt  a  particular  user’s  files  or  programs;  as 
such,  there  might  be  no  risk  to  security,  but  there  is 
a  serious  implication  for  system  reliability  and 
utility.  On  the  other  hand,  operating  system  mal¬ 
functions  might  couple  information  from  one  pro¬ 
gram  (or  user)  to  another;  clobber  information  in  the 
system  (including  information  within  the  operating 
system  software  itself);  or  change  classification  of 
users,  files,  or  programs.  Thus,  malfunctions  in  the 
system  software  represent  potentially  serious 
security  risks.  Conceivably,  a  clever  attacker  might 
establish  a  capability  to  induce  software  malfunc¬ 
tions  deliberately;  hiding  beneath  the  apparently 
genuine  trouble,  an  on-site  agent  may  be  able  to  tap 
files  or  to  interfere  with  system  operation  over  long 
periods  \*'ithout  detection. 

The  security  safeguards  provided  by  the  oper¬ 
ating  system  software  include  access  controls,  user 
identification,  memory  bounds  control,  etc.  As  a  re¬ 
sult  of  a  hardware  malfunction,  especially  a  tran¬ 
sient  one,  such  controls  can  become  inoperative. 
Thus,  internal  checks  are  necessary  to  insure  that 
the  protection  is  operative.  Even  when  this  is  done, 
the  simultaneous  failure  of  both  the  protection  fea¬ 
ture  and  its  check  mechanism  must  always  be  re¬ 
garded  as  a  possibility.  With  proper  design  and 
awareness  of  the  risk,  it  appears  possible  to  reduce 
the  probability  of  undetected  failure  of  software 
safeguards  to  an  acceptable  level. 

Probably  the  most  serious  risk  in  system  software 
is  incomplete  design,  in  the  sense  that  inadvertent 
loopholes  exist  in  the  protective  barriers  and  have 
not  been  foreseen  by  the  designers.  Thus,  unusual 
actions  on  the  part  of  users,  or  unusual  ways  in 
which  their  programs  behave,  can  induce  a  loophole. 
There  may  result  a  security  breach,  a  suspension  or 
modification  of  software  safeguards  (perhaps  un¬ 
detected),  or  wholesale  clobbering  of  internal  pro¬ 
grams,  data,  and  files.  It  is  conceivable  that  an  at¬ 


tacker  could  mount  a  deliberate  search  for  such  loop¬ 
holes  with  the  expectation  of  exploiting  them  to 
acquire  information  either  from  the  .system  or  about 
the  system — e.g.,  the  details  of  its  information  safe¬ 
guards. 

Communication  Leakage  Points 

The  communications  linking  the  central  proces¬ 
sor,  the  switching  center  and  the  remote  terminals 
present  a  potential  vulnerability.  Wiretapping  may 
be  employed  to  steal  information  from  land  lines, 
and  radio  intercept  equipment  can  do  the  same  to 
microwave  links.  Techniques  for  intercepting  com¬ 
promising  emanations  may  be  employed  against  the 
communications  equipment  even  more  readily  than 
against  the  central  processor  or  terminal  equipment. 
For  example,  crosstalk  between  communications 
lines  or  within  the  switching  central  itself  can  pre¬ 
sent  a  vulnerability.  Lastly,  the  switch  gear  itself  is 
subject  to  error  and  can  link  the  central  processor  to 
the  wrong  user  terminal. 

Organizational  Leakage  Points 

There  are  two  prime  organizational  leakage 
points,  personnel  security  clearances  and  institu¬ 
tional  operating  procedures.  The  first  concerns  the 
structure,  administration,  and  mechanism  of  the  na¬ 
tional  apparatus  for  granting  personnel  security 
clearances.  It  is  accepted  that  adequate  standards 
and  techniques  exist  and  are  used  by  the  cognizant 
authority  to  insure  the  reliability  of  those  cleared. 
This  does  not,  however,  relieve  the  system  designer 
of  a  severe  obligation  to  incorporate  techniques  that 
minimize  the  damage  that  can  be  done  by  a  subver¬ 
sive  individual  working  from  within  the  secure 
organization.  A  secure  system  must  be  based  on  the 
concept  of  isolating  any  given  individual  from  all 
elements  of  the  system  to  which  he  has  no  need  for 
access.  In  the  past,  this  was  accomplished  by  denying 
physical  access  to  anyone  without  a  security  clear¬ 
ance  of  the  appropriate  level.  In  resource-sharing 
systems  of  the  future,  a  population  of  users  ranging 
from  uncleared  to  those  with  the  highest  clearance 
levels  will  interact  with  the  system  simultaneously. 
This  places  a  heavy  burden  on  the  overall  security 
control  apparatus  to  insure  that  the  control  mech¬ 
anisms  incorporated  into  the  computer  system  are 
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properly  informed  of  the  clearances  and  restrictions 
applicable  to  each  user.  The  machine  system  must  be 
designed  to  apply  these  user  access  restrictions  relia¬ 
bly. 

In  some  installations,  it  may  be  feasible  to  re- 
•serve  certain  terminals  for  highly  classified  or 
highly  sensitive  or  restricted  work,  while  other  ter¬ 
minals  are  used  exclusively  for  less  sensitive  opera¬ 
tion.  (inversely,  in  some  installations  any  terminal 
can  be  used  to  any  degree  of  classification  or  sen¬ 
sitivity,  depending  on  the  clearance  and  needs  of  the 
user  at  the  given  moment.  In  either  of  these  cases, 
the  authentication  and  verification  mechanisms 
built  into  the  machine  system  can  be  relied  upon 
only  to  the  degree  that  the  data  on  personnel  and  on 
operational  characteristics  provided  it  by  the 
security  apparatus  are  accurate. 

The  second  element  of  organizational  leakage 
points  concerns  institutional  operating  procedures. 
The  con.sequences  of  inadequate  organiv  itional 
procedures,  or  of  their  haphazard  application  and 
unsupervised  use,  can  be  just  as  severe  as  any  other 
malfunction.  Procedures  include  the  insertion  of 
clearance  and  status  information  into  the  security 
checking  mechanisms  of  the  machine  system,  the 
methods  of  authenticating  users  and  of  receipting 
for  classified  information,  the  scheduling  of  comput¬ 
ing  operations  and  maintenance  periods,  the  provi¬ 
sions  for  storing  and  keeping  track  of  removable 
storage  media,  the  handling  of  printed  machine  out¬ 
put  and  reports,  the  monitoring  and  control  of  ma- 
chine-generat'*d  records  for  the  security  apparatus, 
and  all  other  functions  whose  purpose  is  to  insure 
reliable  but  unobtrusive  operation  from  a  security 
control  viewpoint.  Procedural  shortcomings  repre¬ 
sent  an  area  of  potential  weakness  that  can  be  ex¬ 
ploited  or  manipulated,  and  which  can  provide  an 
agent  with  innumerable  opportunities  for  system 
subversion.  Thus,  the  installation  operating  proce¬ 
dures  have  the  dual  function  of  providing  overall 
management  efficiency  and  of  providing  the  ad¬ 
ministrative  bridge  between  the  security  control  ap¬ 
paratus  and  the  computing  system  and  its  users. 

The  Task  Force  has  no  specific  comments  to  make 
with  respect  to  personnel  security  issues,  other  than 
to  note  that  control  of  the  movement  of  people  must 
include  control  over  access  to  remote  terminals  that 
handle  classified  information,  even  if  only  intermit¬ 
tently.  The  machine  room  staff  must  have  the  capa¬ 


bility  and  responsibility  to  control  the  movement  of 
personnel  into  and  within  the  central  computing 
area  in  order  to  insure  that  only  authorized  individu¬ 
als  operate  equipment  located  there,  have  access  to 
removable  storage  media,  and  have  access  to  any 
machine  parts  not  ordinarily  open  to  casual  inspec¬ 
tion. 


Leakage  Point  Ecology 

In  dealing  with  threats  to  system  security,  the 
various  leakage  points  cannot  be  considered  only  in¬ 
dividually.  Almost  any  imaginable  deliberate  at¬ 
tempt  to  exploit  weaknesses  will  necessarily  involve 
a  combination  of  factors.  Deliberate  acts  mounted 
against  the  system  to  take  advantage  of  or  to  create 
leakage  points  would  usually  require  both  a  system 
design  shortcoming,  either  unforeseen  or  un¬ 
detected,  and  the  placement  of  someone  in  a  position 
to  initiate  action.  Thus,  espionage  activity  is  based 
on  exploiting  a  combination  of  deficiencies  and  cir¬ 
cumstances.  A  software  leak  may  be  caused  by  a 
hardware  malfunction.  The  capability  to  tap  or  tam¬ 
per  with  hardware  may  be  enhanced  because  of  defi¬ 
ciencies  in  software  checking  routines.  A  minor,  os¬ 
tensibly  acceptable,  weakness  in  one  area,  in  combi¬ 
nation  with  similar  shortcomings  in  seemingly  un¬ 
related  activities,  may  add  up  to  a  serious  potential 
for  system  subversion.  The  system  designer  must  be 
aware  of  the  totality  of  potential  leakage  points  in 
any  system  in  order  to  create  or  prescribe  techi  iques 
and  procedures  to  block  entry  and  exploitation. 

The  security  problem  of  specific  computer  sys¬ 
tems  must  be  solved  on  a  case-by-case  basis  employ¬ 
ing  the  best  judgment  of  a  team  consisting  of  system 
programmers,  technical,  hardware,  and  communica¬ 
tions  specialists,  and  ^security  experts.  This  Report 
cannot  address  the  multitude  of  details  that  will 
arise  in  the  operation  of  a  particular  resource-shared 
computer  system  in  an  individual  installation.  In¬ 
stead,  it  is  intended  that  the  Report  provide  guide¬ 
lines  to  those  responsible  for  designing  and  certify¬ 
ing  that  a  given  system  has  satisfactory  security  con¬ 
trols  and  procedures.  On  the  other  hand,  the  security 
controls  described  in  Parts  B  through  D  can 
markedly  reduce  the  probability  that  an  undetected 
attempt  to  penetrate  a  resource-sharing  computer 
system  will  succeed. 
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This  Report  addresses  the  most  difficult  security 
control  situation,  a  time-sharing  system  serving  geo¬ 
graphically  distributed  users.  Where  circumstances 
warrant,  a  lesser  set  of  controls  may  be  satisfactory, 
and  it  is  not  intended  that  in  such  cases  there  be 
prohibitions  on  implementing  a  system  with  a  lesser 
set  of  safeguards.  The  recommendations  have  been 
framed  to  provide  maximum  latitude  and  freedom  of 
action  in  adapting  the  ideas  to  specific  installations. 


V.  SYSTKM  CHARACTERISTICS 
Constraints 

The  U.S.  Government  classifies  defense  informa¬ 
tion  within  a  well  defined  and  long  established  struc¬ 
ture.  Although  it  might  be  desirable  from  the  com¬ 
puter  point  of  view  to  modify  these  rules,  to  do  so 
would  be  equivalent  to  tailoring  the  structure  to  fit 
the  computer  operation  and  would  constitute  an 
inappropriate  recommendation.  Obviously  then,  a 
constraint  is  that  a  secure  computer  system  must  be 
consonant  with  the  existing  security  classification 
structure. 

A  second  constraint,  at  least  initially,  is  the  as¬ 
sumption  that  the  general  tenets  of  the  existing, 
familiar,  manual  security  control  procedures  will 
prevail.  For  example,  the  Task  Force  recommenda¬ 
tions  require  not  only  that  a  secure  computer  system 
identify  a  usee,  but  also  that  the  user  establish 
(prove)  his  authenticity;  furthermore,  he  will  be 
asked  to  receipt  by  a  simple  response  for  any  and  all 
classified  information  that  is  made  available  to  him 
through  any  type  of  terminal.  This  is  a  desirable 
feature,  not  only  from  a  consideration  of  system  ac¬ 
countability,  but  also  from  the  point  of  view  of  pro¬ 
tection  for  the  user.  It  is  conceivable  that  an  error  by 
the  computer  system  might  result  in  an  allegation 
that  it  had  given  a  user  certain  information,  when, 
in  fact,  it  had  not. 

General  Characteristics 

In  formulating  its  recommendations,  the  Task 
F’orce  recognized  the  following  general  characteris¬ 
tics  as  desirable  in  a  secure  system. 

The  system  should  be  flexible;  that  is,  there 
should  be  convenient  mechanisms  and  procedures 


for  maintaining  it  under  conditions  of  shifting  job 
assignments,  issuance  and  withdrawal  of  clearances, 
changes  in  need-to-know  parameters,  transfer  of  per¬ 
sonnel  from  one  duty  assignment  to  another,  etc. 

The  system  should  be  responsive  to  changing  op¬ 
erational  conditions,  particularly  in  time  of  emer¬ 
gency.  While  not  an  aspect  of  security  control  perse, 
it  is  important  that  the  system  be  responsive  in  that 
it  does  not  deny  service  completely  to  any  class  of 
users  as  the  total  system  load  increases.  It  may  prove 
desirable  to  design  special  emergency  features  into 
the  system  that  can  suspend  or  modify  security  con¬ 
trols,  impose  special  restrictions,  grant  broad  access 
privileges  to  designated  individuals,  and  facilitate 
rapid  change  of  security  parameters.^ 

The  system  should  be  auditable.  It  must  provide 
records  to  the  security  con.fol  supervisor,  so  that 
system  performance,  security  safeguards,  and  user 
activities  can  be  monitored.  This  implies  that  both 
manual  and  automatic  monitoring  facilities  are 
desirable. 

The  system  should  be  reliable  from  a  security 
point  of  view.  It  ought  to  be  fail-safe  in  the  sense  that 
if  the  system  cannot  fulfill  its  security  controls,  can¬ 
not  make  the  proper  decisions  to  grant  access,  or 
cannot  pass  its  internal  self-checks,  it  will  withhold 
information  from  those  useis  about  which  it  is  un¬ 
certain,  but  ideally  will  continue  to  provide  service 
to  verified  users.  A  fallback  and  independent  set  of 
security  safeguards  must  be  available  to  function 
and  to  provide  the  best  level  of  security  possible  un¬ 
der  the  degraded  conditions  if  the  system  is  to  con¬ 
tinue  operation. 

The  system  should  be  manageable  from  the 
point  of  view  of  security  control.  The  records,  audit 
controls,  visual  displays,  manual  inputs,  etc.,  used  to 
monitor  the  system  should  be  supplemented  by  the 
capability  to  make  appropriate  modifications  in  the 
operational  status  of  the  system  in  the  event  of  catas- 
trophic  system  failure,  degradation  of  performance, 
change  in  workload,  or  conditions  of  crisis,  etc. 

The  system  should  be  adaptable  so  that  security 
controls  can  be  adjusted  to  reflect  changes  in  the 
classification  and  sensitivity  of  the  files,  operations, 
and  the  needs  of  the  local  installation.  There  should 
be  a  convenient  mechanism  whereby  special 
security  controls  needed  by  a  particular  user  can  be 


‘St-e  thf  definition  of’ Security  Parameters,  p.  1,3. 


10 


CONFIDENTIAL 


CONFIDENTIAL 


I 

embedded  easily  in  its  system.  Thus,  the  security 
control  problem  ideally  must  be  solved  with  general¬ 
ity  and  economy.  It  would  be  too  costly  to  treat  each 
installation  as  an  individual  instance  and  to  con¬ 
ceive  an  appropriate  set  of’ unique  safeguards. 

The  system  must  be  dependable;  it  must  not 
deny  service  to  users.  In  times  of  crisis  or  urgent 
need,  the  system  must  be  self-protecting  in  that  it 
rejects  e(fb*-t.s  to  capture  it  and  thus  make  it  unavail¬ 
able  to  legitimate  users.  This  point  bears  on  the 
number  and  kinds  of  internal  records  that  the  sys¬ 
tem  must  keep,  and  implies  that  some  form  of  ration¬ 
ing  algorithm  must  be  incorporated  so  that  a  pene¬ 
tration  would  capture  no  more  than  a  specified  share 
of  system  capability. 

The  system  must  automatically  assure  configu¬ 
ration  integrity  It  must  .self-test,  violate  its  own 
safeguards  deliberately,  attempt  illegal  operations, 
monitor  communication  continuity,  monitor  user  ac¬ 
tions,  etc  ,  on  a  short  time  basis. 


lute  and  demonstrable  security  risk-level.  Since  the 
security  risk  probabilities  of  present  manual  sys¬ 
tems  are  not  well  known,  it  is  difficult  to  determine 
whether  a  given  design  for  a  secure  computer  system 
will  do  as  well  as  or  better  than  a  corresponding 
manual  arrangement.  This  issue  is  likely  to  raise 
considerable  discussion  at  such  time  as  official  policy 
decisions  about  security  control  in  computer  systems 
must  be  made. 

As  described  above,  computer  systems  differ 
widely  in  the  capabilities  they  make  available  to  the 
user.  In  the  most  sophisticated  (and  highest  security- 
risk)  case,  a  user  can  construct  both  new  programs 
and  new  programming  languages  from  his  console, 
and  embed  such  new  languages  into  the  computer 
system  for  use.  In  such  a  computer  system,  offering 
the  broadest  capability  to  the  user,  the  security  prob¬ 
lems  and  risks  are  considerably  greater  when  users 
from  the  following  two  classes  must  be  served  simul¬ 
taneously: 


I'ncertaiiities 

The  Task  Force  has  identified  several  aspects  of 
.secure  computer  systems  which  are  currently  im¬ 
practical  or  impossible  to  assess. 

Failure  Prediction.  In  the  present  state  of  com¬ 
puter  technology,  it  is  impossible  to  completely  an¬ 
ticipate,  much  less  specify,  all  hardware  failure 
modes,  all  soflware  design  errors  or  omissions,  and, 
most  .seriously,  all  failure  modes  in  which  hardware 
malfunctions  lead  to  soflware  malfunctions.  Exist¬ 
ing  commercin'  '  chines  have  only  a  minimum  of 
redundancy  and  ei  or-checking  circuits,  and  thus 
for  most  military  applications  there  may  be  unsatis¬ 
factory  hardware  facilities  to  assist  in  the  control  of 
hardware  soflware  malfunctions.  Furthermore,  in 
the  present  state  of  knowledge,  it  is  very  difficult  to 
predict  the  probability  of  failure  of  complex  hard¬ 
ware  and  soflware  configurations;  thus,  redundancy 
is  an  important  design  concept. 

Risk  Level.  Because  failure  modes  and  their 
probability  ofoccurrence  cannot  be  completely  cata¬ 
loged  or  stated,  it  is  very  difficult  to  arrive  at  an 
overall  probability  of  accidental  divulgence  of  clas¬ 
sified  information  in  a  security-controlling  system. 
Therefore,  it  is  difficult  to  make  a  quantitative  meas¬ 
urement  of  the  security  risk-level  of  such  a  system, 
and  it  is  also  difficult  to  design  to  some  a  priori  abso- 


•  Uncleared  users  over  whom  there  is  a  mini¬ 
mum  administrative  control  and  who  work 
with  unclassified  data  through  physically  un¬ 
protected  terminals  connected  to  the  comput¬ 
ing  central  by  unprotected  communications 
lines. 

•  Cleared  users  operating  with  classified  infor¬ 
mation  through  appropriately  protected  ter¬ 
minals  and  communication  links. 

It  is  the  opinion  of  the  Task  Force  that  it  is  un¬ 
wise  at  the  present  time  to  attempt  to  accommodate 
both  classes  of  users  simultaneously.  However,  it  is 
recognized  that  many  installations  have  an  opera¬ 
tional  need  to  serve  both  uncleared  and  cleared  us¬ 
ers,  and  recommendations  addressed  to  this  point 
are  presented  in  Parts  B  through  D. 

Cost.  Unfortunately,  it  is  not  easy  at  this  time  to 
estimate  the  cost  of  security  controls  in  a  computer 
system.  Only  a  few  computer  systems  are  currently 
in  operation  that  attempt  to  provide  service  to  a 
broad  base  of  users  working  with  classified  informa¬ 
tion.  While  such  systems  are  serving  the  practical 
needs  of  their  users,  they  aie  the  products  of  re- 
■search  efforts,  and  good  data  reflecting  the  incre¬ 
mental  cost  of  adding  security  controls  to  the  system 
and  operating  with  them  are  not  yet  available. 

In  computer  systems  designed  for  time-sharing 
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applications,  some  of  the  capabilities  that  are  pre¬ 
sent  m  order  to  make  a  time-sharing  system  work  at 
all  are  also  applicable  to  the  provision  of  security 
controls  In  other  computing  systems,  any  facilities 
for  security  control  would  have  to  be  specially  in¬ 
stalled  Thus,  the  Task  Force  cannot  give  an  accu¬ 
rate  estimate  of  the  cost  of  security.  It  will  depiend  on 
the  age  of  the  software  and  hardware,  but  certainly 
security  control  will  be  cheapest  if  it  is  considered  in 
the  system  architecture  prior  to  hardware  and  soft¬ 
ware  design  In  the  opinion  of  some,  the  investment 
in  the  security  controls  will  give  a  good  return  in 
tighter  and  more  accurate  accountability  and  dis- 
.semination  of  classified  information,  and  in  im¬ 
proved  system  reliability. 

The  cost  of  security  may  depiend  on  the  workload 
of  the  installation  If  all  classified  opierations  can  be 
accommodatt“d  on  a  single  computer,  and  all  unclas¬ 
sified  opierations  on  a  second  computer,  the  least  ex- 
px?nsive  way  to  maintain  the  integrity  of  the  clas¬ 
sified  information  may  be  to  retain  both  machines 
Such  a  configuration  will  present  opierational  ineffi¬ 
ciency  for  those  users  who  need  to  work  with  both 
classified  and  unclassified  data  bases,  but  the  con¬ 
cept  of  a  dual  installation — with  one  machine  work¬ 
ing  in  the  clear  and  a  second  machine  fully  protected 
— cannot  be  summarily  rejected. 


VI.  DKUMTIONS 

There  are  many  terms  commonly  used  in  connec¬ 
tion  with  security  control  for  which  usage  is  not  com¬ 
pletely  standardized  Terms  used  throughout  this 
Repiort  are  defined  below  as  a  group;  certain  other 
terms  (espiecially  computer-related  ones)  are  defined 
at  appropriate  places  in  the  text. 

Clearance.  The  privilege  granted  to  an  in¬ 
dividual  on  the  basis  of  prescribed  investigative 
procedures  to  have  formal  access  to  classified  infor¬ 
mation  when  such  access  is  necessary  to  his  work. 
The  three  formal  national  clearances  are  Top  Secret. 
Secret,  and  Confidential  However,  it  is  alsoexpiedi- 
ent  from  the  computer  pioint  of  view  to  recognize 
Uncleared  an  a  fourth  level  of  clearance.  A  clearance 
is  a  neces-sary  but  not  sufficient  condition  to  have 
access  to  classified  information.  By  extension,  the 
concept  of  clearance  can  be  applied  also  to  equips 
ment.  For  example,  when  a  computer  terminal  is 


spxiken  of  as  having  a  given  ’cvel  of  clearance,  it  is 
implied  that  certain  investigative  procedures  and 
tests  have  established  that  the  corresponding  level  of 
classified  information  can  be  safely  transmitted 
through  that  terminal.  When  referring  to  an  aggre¬ 
gation  of  equipment,  together  with  its  management 
controls  and  procedures,  facility  clearance  is  some¬ 
times  used. 

Need-to-know.  An  administrative  action  certi¬ 
fying  that  a  given  individual  requires  access  to  spe¬ 
cified  classified  information  in  order  to  perform  his 
assigned  duties  The  combination  of  a  clearance  and 
a  need-to-know  constitutes  the  necessary  and  suffi¬ 
cient  conditions  for  granting  access  to  classified  in¬ 
formation. 

Classification.  The  act  of  identifying  the  sen¬ 
sitivity  of  defense  information  by  ascertaining  the 
potential  level  of  damage  to  the  interests  of  the 
United  States  were  the  information  to  be  divulged  to 
an  unfriendly  foreign  agent.  The  classification  of  in¬ 
formation  is  formally  defined  in  Executive  Order 
10501  There  are  only  three  formal  levels  of  national 
classification:  Top  Secret.  Secret,  and  Confidential. 
but  it  is  expx*dient  from  the  computer  px)int  of  view 
also  to  consider  Unclassified  as  a  fourth  level  of  clas¬ 
sification.  The  identifiers  associated  with  an  item  of 
classified  information,  indicating  the  level  of  classifi¬ 
cation  or  any  spjecial  status,  are  generically  called 
labels. 

Sp>ecial  Category  (or;  Sp)ecial-Access  Category 
or  Compartment).  Classified  defense  information 
that  is  segregated  and  entrusted  to  a  particular 
agency  or  organizational  group  for  safeguarding.  For 
example,  that  pwrtion  of  defense  classified  informa¬ 
tion  that  concerns  nuclear  matters  is  entrusted  to 
the  Atomic  Energy  Commission,  which  is  respxinsi- 
ble  for  establishing  and  promulgating  rules  and 
regulations  for  safeguarding  it  and  for  controlling  its 
dissemination.  Classified  information  in  a  spiecial 
category  is  normally  identified  by  some  spx^cial 
marking,  label,  or  letter;  e.g.,  AEC  information, 
whether  classified  Confidential,  Secret,  or  Top  Se¬ 
cret,  is  collectively  identified  as  Q- information.  It  is 
often  called  Q-classified.  but  note  that  this  use  of 
classification  is  an  extended  sense  of  the  formal  us¬ 
age  of  the  word. 

Sometimes,  spiecial  investigative  procedures  are 
stipulated  for  granting  access  to  information  in  spie¬ 
cial  categories.  Thus,  while  formally  there  are  only 
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three  broadly  defined  national  clearance  levels,  in 
practice  there  is  a  further  structure  within  each 
level  In  part,  this  reflects  the  separation  of  informa¬ 
tion  into  special  categories,  and,  in  part,  the  fact  that 
many  different  agencies  are  authorized  to  grant 
clearances.  For  example,  an  individual  functioning 
within  the  AEC  domain  and  cleared  to  Top  Secret 
will  often  be  said  to  have  a  Q-clearance  because  he 
is  authorized  access  to  Top  Secret  information  en¬ 
trusted  to  the  AEC  for  safeguarding  and  identified 
by  the  special  category  Q.  These  special  types  of 
clearances  at  given  levels  are  not  always  specifically 
identified  with  a  unique  additional  marking  or  label. 

Caveat.  A  special  letter,  word,  phrase,  sentence, 
marking,  or  combination  thereof,  which  labels  clas¬ 
sified  material  as  being  in  a  special  category  and 
hence  subject  to  additional  access  controls.  Thus,  a 
caveat  is  an  indicator  of  a  special  subset  of  informa¬ 
tion  within  one  or  more  levels  of  classification.  The 
caveat  may  be  Juxtaposed  with  the  classification  la¬ 
bel,  may  appear  by  itself,  or  sometimes  does  not  ap¬ 
pear  explicitly  but  is  only  inferred.  Particular  kinds 
of  caveats  are: 

Codewords.  An  individual  word  or  a  group  of 
words  labelling  a  particular  collection  of  classified 
information. 

Dissemination  Labels  (Access  Control  Labels). 
A  group  of  words  that  imposes  an  additional  re¬ 
striction  on  how  classified  information  can  be 
used,  disseminated,  or  divulged:  such  labels  are  an 
additional  means  for  controlling  access.  Exam¬ 
ples:  No  koreign  Dissemination,"  U.S.  Eyes 
Only,"  "Not  Releasable  Outside  the  Department 
of  Defense." 

Information  Labels.  A  gr^u^  of  w^rds  that  <.oii- 
veys  to  the  recipient  of  information  some  addi¬ 
tional  guidance  as  to  how  the  information  may  be 
further  disseminated,  controlled,  transmitted. 


protected,  or  utilized.  Examples:  "Limited  Distri¬ 
bution,"  "Special  Handling  Required,”  "Group  1 
— Excluded  from  Automatic  Downgrading  and 
Declassification.” 

Fully  Cleared.  An  individual  who  has  the  clear¬ 
ance  and  all  need-to-know  authorizations  granting 
him  access  to  a// classified  information  contained  in 
a  computer  system.  By  extension,  the  term  can  be 
applied  to  equipment,  in  which  case  it  implies  that 
all  necessary  safeguards  are  present  to  enable  the 
equipment  to  store  and  process  information  with 
many  levels  of  classification  and  caveated  in  many 
different  ways. 

Security  Flag.  For  the  purposes  of  this  Report,  it 
is  convenient  to  introduce  this  new  term.  It  is  a  com¬ 
posite  term,  reflecting  the  level  of  classification,  all 
caveats  (including  codewords  and  labels),  and  need- 
to-know  requirements,  which  together  are  the  fac¬ 
tors  establishing  the  access  restrictions  on  informa¬ 
tion  or  the  access  privileges  of  an  individual.  By  ex¬ 
tension,  the  concept  can  be  applied  to  equipment, 
and  indicates  the  class  of  information  that  can  be 
stored  and  processed. 

Thus,  the  security  flag  contains  all  the  informa¬ 
tion  necessary  to  control  access.  One  security  flag  is 
considered  to  be  equal  to  or  higher  than  a  second  if 
a  requestor  with  the  first  flag  is  authorized  access  to 
information  which  has  the  second  flag. 

Security  Parameters.  The  totality  of  informa¬ 
tion  about  users,  files,  terminals,  communications, 
etc.,  which  a  computer  system  requires  in  order  to 
exercise  security  control  over  the  information  that  it 
contains.  Included  are  such  things  as  user  names, 
clearances,  need-to-know  authorizations,  physical  lo¬ 
cation;  terminal  locations  and  clearances;  file  clas¬ 
sifications  and  dissemination  restrictions.  Thus,  a 
set  of  atfcUTitj  pal amt^tors  particularizes  a  gefiBial- 
ized  security  control  system  to  the  specific  equip¬ 
ment  configuration,  class  of  information,  class  of  us¬ 
ers,  etc.,  in  a  given  installation. 
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Part  B 

POLICY  CONSIDERATIONS  AND  RECOMMENDATIONS 


The  policy  recommendations  that  follow  are  in¬ 
tended  to  provide  a  security  skeleton  around  which 
a  specific  secure  computer  system  may  be  built.  Ad¬ 
ditionally.  these  recommendations  set  forth  the  re¬ 
sponsibilities  and  functions  of  the  personnel  needed 
to  evaluate,  super\-ise,  and  operate  a  secure  system. 
This  is  a  new  field,  and  this  Report  represents  the 
first  major  attempt  to  codify  its  principles.  In  some 
cases,  the  rationale  behind  a  specific  recommenda¬ 
tion  and  appropriate  examples  are  presented  in  a 
Comment 


I.  FL  NDAMKNT.AL  PRINCIPLKS 

Automatic  data  processing  systems  shall  accom¬ 
modate.  without  exception,  the  responsibilities  of  in¬ 
dividuals  to  ensure  that  certain  official  information 
affecting  national  defense  is  protected  against  unau¬ 
thorized  disclosure,  pursuant  to  Executive  Order 
10.5(J1  (Amended I,  "Safeguarding  Official  Informa¬ 
tion  in  the  Interests  of  the  Defense  of  the  United 
States  " 

A  computer  system  shall  grant  access  to  classified 
information  only  to  persons  for  whom  it  can  deter¬ 
mine  that  their  official  duties  require  such  access, 
and  that  they  have  received  the  proper  security 
clearances  and  need-to-know  authorizations. 

The  means  employed  to  achieve  system  security 
objectives  shall  be  based  on  any  combination  of  soft¬ 
ware.  hardware,  and  procedural  measures  sufficient 
to  assure  suitable  protection  for  all  classification 
categories  resident  in  the  system. 

To  the  maximum  extent  possible,  the  policies  and 
procedures  incorporated  to  achieve  system  security 
shall  be  unclassified  However,  specific  keys,  pass¬ 


words.  authentication  words,  and  specifically  desig¬ 
nated  sensitive  procedures  shall  require  classifica¬ 
tion. 

Comment:  These  principles  reflect  the  constraint 
that  the  recommendations  of  the  Task  Force  he  con¬ 
sistent  with  generally  accepted,  existing  security  doc¬ 
trine.  The  last  item  is  considered  relevant  in  order  to 
permit  maximum  operational  convenience. 


II.  SYSTKM  PKRSONNKL 

Depending  upon  the  nature  of  the  individual 
computing  installation,  some  or  all  of  the  following 
categories  of  personnel  will  be  associated  with  it.  It 
is  recognized  that  a  given  individual  may  have  more 
than  one  responsibility,  and  either  simultaneously 
or  at  different  times  perform  more  than  one  func¬ 
tion  It  is  also  recognized  that  the  scope  of  responsi¬ 
bility  may  imply  a  substantial  organizational  group 
for  each  function. 

Responsible  Authority.  The  head  of  the  depart¬ 
ment  or  agency  responsible  for  the  proper  operation 
of  the  secured  computer  system. 

User.  Any  individual  who  interacts  directly 
with  the  computer  system  by  virtue  of  inserting  in¬ 
formation  into  the  system  or  accepting  information 
from  it.  "Information"  is  considered  to  include  both 
computer  programs  and  data. 

Comment:  A  user  is  thus  defined  whether  he  in¬ 
teracts  with  the  system  from  a  remote  terminal  or 
submits  work  duectly  to  the  computing  central 
through  a  hatch-pnx'ess  mixie. 

System  Administrator.  An  individual  desig¬ 
nated  as  responsible  for  the  overall  management  of 
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all  system  resources,  both  the  physical  resources  of 
the  system  and  the  personnel  attached  to  it. 

('tirnnwnt  The  users  are  f’enerully  excluded  from 
the  System  Administrator's  manaftement  purview, 
although  [H'rsonnel  under  his  control  may  also  be 
users  at  times. 

System  Certifier.  An  individual  designated  by 
an  appropriate  authority  to  verify  and  certify  that 
the  security  measures  of  a  given  computer  system 
and  of  Its  operation  meet  all  applicable,  current  cri¬ 
teria  for  handling  classified  information;  and  to  es¬ 
tablish  the  maximum  security  level  at  which  a  sys¬ 
tem  land  each  of  its  parts)  can  operate. 

System  Security  Officer.  An  individual  desig¬ 
nated  by  a  Responsible  Authority  as  specifically  re¬ 
sponsible  for  111  proper  verification  of  personnel 
clearances  and  information-access  authorizations; 
111)  determination  of  operational  system  security 
status  I  including  terminals'  i.3)  surveillance  and 
maintamance  of  system  .security;  i4l  insertion  of 
security  parameters  into  the  computing  system,  as 
•  •■II  as  general  security-related  system  matters;  (5) 
security  assurance 

Comment  The  System  Certifier  will  establish  the 
maximum  security  level  at  which  the  system  land 
each  part  of  iti  can  operate;  the  System  Security 
Offiier  K  ill  determine  on  an  operational  basis  the 
level  at  ichich  it  does  ofH’rate.  He  will  normally  verify 
personnel  clearances  icith  the  overall  security  nffi 
cials  of  the  orpanuation,  and  need-to  know  authori¬ 
sations  with  the  organizational  element  that  hascop- 
nizance  over  the  information  in  question  te.p..  an 
Office  of  /‘nmary  Interest!. 

Security  assurance  implies  an  independent  proiip 
that  continuously  monitors  security  provisions  in  the 
computer  system.  It  includes  such  functions  as  con¬ 
tinuously  probinp  the  system  to  ascertain  its  weak¬ 
nesses  and  vulnerabilities,  recommending additi  mal 
safeguards  as  need  is  determined,  and  validating  the 
security  firovisions  in  a  system.  Because  of  the  techni¬ 
cal  exfHwtise  implied  by  security  assurance,  it  is  prob¬ 
able  that  this  responsibility  will  be  shared  by  the 
System  Certifier. 

System  Maintenance  Personnel.  The  individu¬ 
als  design. ited  as  resfwnsible  for  the  technical 
maintenance  of  those  hardware  and  software  system 
features  that  ill  must  operate  with  very  high  relia¬ 


bility  in  order  to  maintain  system  integrity  with  re¬ 
spect  to  security  matters,  and  (2)  maintain  the  basic 
functioning  of  the  system. 

Comment:  The  hardware  and  software  mainte¬ 
nance  personnel  are  permitted  to  service  not  only  the 
normal,  basic  features  of  the  computing  system,  but 
also  the  security  control  features.  However,  there  need 
be  no  prohibition  on  the  assignment  of  these  two 
classes  of  maintenance  requirements  to  separate  in¬ 
dividuals  or  groups  of  individuals. 

System  Operators.  Those  personnel  responsible 
for  performing  the  manual  procedures  necessary  to 
provide  and  maintain  on-going  service  operations  of 
the  system. 

Personnel  Designations  and 
Responsibilities 

System  Administrators,  System  Security  Offic¬ 
ers,  and  System  Maintenance  and  Operations  Per¬ 
sonnel  shall  be  formally  designated  by  the  Responsi¬ 
ble  Authority.  The  total  number  of  such  personnel 
should  be  kept  to  a  minimum.  Where  necess.'^ry  to 
meet  special  operational  needs  of  a  particular  instal¬ 
lation,  special  restrictions  affecting  personnel  may 
be  incorporated  into  the  individual  agency’s  proce¬ 
dures,  formulated  under  the  cognizance  of  the  Re¬ 
sponsible  Authority. 

Comment:  This  recommendation  is  intended  to  per¬ 
mit  installations  that  have  special  operational  needs, 
either  because  of  mission  or  sensitivity  of  informa¬ 
tion,  to  impose  additional  constraints  on  system  per¬ 
sonnel  or  on  their  responsibilities. 

As  a  general  approach,  it  is  desirable  that  persons 
designated  as  System  Personnel  have  sufficient  clear¬ 
ance  and  need-to-know  authorization  forall  informa¬ 
tion  resident  in  the  computer  system.  However,  it  is 
conceivable  that  even  for  System  Personnel,  access 
could  be  segmented  ,so  that  such  clearance  would  not 
be  absolutely  necessary.  For  example.  Operators  and 
Administrators  may  not  have  access  to  the  keys  or 
mechanism  that  allow  access  to  the  interior  of  the 
hardware.  This  policy  will  accommodate  either  ap- 
priHich  as  found  to  be  necessary  by  the  exact  nature 
of  the  computer  system  involved  and  the  information 
to  he  protected.  A  typical  user-agency  decision  might 
hi‘  to  limit  .System  Personnel  to  U.  S.  Government 
/lersonnel.  or  tosfmial  two-man  teanus,  each  of  which 
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may  be  limited  to  partial  access  Another  user-agency 
decision  might  he  to  require  some  degree  of  sanitiza¬ 
tion  preliminary  to  the  performance  of  certain  types 
of  system  maintenance,  especially  if  the  person  capa¬ 
ble  of  performing  such  maintenance  is  not  or  cannot 
be  cleared  adequately.  Sanitization  refers  to  the  pro¬ 
tection  of  classified  information  resident  in  computer 
files  either  by  deliberate  erasure  or  by  physically 
remocing  and  or  protecting  the  storage  medium  or 
device. 

Although  it  IS  recognized  that  System  Personnel  may 
fulfill  more  than  one  responsibility,  this  option  may 
not  be  exploitable  in  practice  because  of  the  signifi¬ 
cantly  different  skills  required  For  example,  skilled 
and  experienced  system  programmers  will  be  required 
to  maintain  the  software,  whereas  computer  engi¬ 
neers  will  he  required  for  the  hardware,  and  com¬ 
munication  engineers  for  the  communications. 

User  Designation 

Elach  user  (or  specific  fjroup  of  users)  shall  be  ad¬ 
ministratively  designated  (identified)  to  the  com¬ 
puter  system  by  the  System  Administrator,  with  the 
concurrence  of  the  System  Security  Officer  The 
designation  shall  include  indicators  of  the  user’s 
status  in  sufficient  detail  to  enable  the  system  to 
provide  him  with  all  material  to  which  he  is  author¬ 
ized  access,  but  no  more 

Comment.-  As  will  be  .seen  in  the  Appendix,  which 
defines  a  language  and  schema  for  identifying  both  a 
security  structure  and  security  parameters  to  a  com¬ 
puting  system,  the  number  of  parameters  that  must 
be  kept  within  the  system  for  each  user  will  reflect  the 
kind  of  classified  information  with  which  the  system 
deals.  In  some  instances,  it  will  he  necessary  to  verify 
more  than  a  user 's  clearance  and  need-to-know  status 
before  access  to  classified  information  can  be  granted: 
e.g.,  it  may  be  necessary  to  verify  his  agency  of  employ¬ 
ment.  It  may  also  he  desirable  to  keep  within  the 
computing  system  extensile  information  on  each 
user,  not  for  routine  lerification  of  his  access  privi¬ 
leges.  hut  for  the  convenience  of  the  System  Security- 
Officer  when  he  finds  it  necessary  to  intervene  in  the 
system's  operation. 

User  Authentication 

Each  user  shall  be  required  both  to  identify  him¬ 


self  and  to  authenticate  his  identity  to  the  system  at 
any  time  requested  by  it,  using  authentication  tech¬ 
niques  or  devices  assigned  by  the  System  Security 
Officer  Such  techniques  or  devices  shall  be  sufficient 
to  reduce  the  risk  of  unauthorized  divulgence,  com¬ 
promise,  or  sabotage  below  that  required  by  the  sen¬ 
sitivity  of  the  data  resident  in  the  system. 

Comment:  Identification  is  for  the  purposes  of  sys¬ 
tem  accounting  and  billing,  whereas  authentication 
IS  the  verification  procedure  necessary  before  the  sys¬ 
tem  can  grant  access  to  classified  information.  The 
choice  of  technique  or  device  obviously  will  depend  on 
the  sensitivity  of  the  data  resident  within  the  com¬ 
puting  system,  the  physical  location  of  the  user  termi¬ 
nal,  the  security  level  to  which  it  and  its  communica¬ 
tion  links  are  protected,  the  set  of  users  that  have 
access  to  it  at  any  time,  etc. 

User  Responsibility 

A  properly  authenticated  user  is  responsible  for 
all  action  at  a  given  terminal  between  the  time  that 
his  identity  has  been  established  and  verified,  and 
his  interaction  with  the  system  is  terminated  and 
acknowledged.  Termination  can  occur  because  he 
notifies  the  system  of  his  departure,  or  because  the 
system  suspends  further  operation  with  him.  The 
user  is  responsible  for  observing  all  designated 
procedures  and  for  insuring  against  observation  of 
classified  material  by  persons  not  cleared  for  access 
to  it;  this  includes  proper  protection  of  classified 
hard  copy.  Furthermore,  he  is  responsible  for  report¬ 
ing  system  anomalies  or  malfunctions  that  appiear  to 
be  related  to  system  security  controls  to  the  System 
Security  Officer,  espiecially  when  such  occurrences 
suggest  that  system  security  control  measures  may 
be  degraded,  or  that  a  deliberate  attempt  to  tampor 
with  or  pienetrate  the  system  is  occurring.  Other  sys¬ 
tem  anomalies  should  be  reported  to  System  Mainte¬ 
nance  I’ersonnel,  who,  in  turn,  must  report  to  the 
System  Security  Officer  those  hardware  or  software 
malfunctions  that  investigation  shows  have  affected 
.security  controls. 

Access 

Access  to  classified  information  stored  within  the 
computer  system  shall  be  on  the  basis  of  spiecific 
authorization  from  the  System  Security  Officer  to 
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receive  such  information,  or  by  automatic  processes 
operatinji  under  his  control  and  authority.  The  au¬ 
thority  of  the  System  Security  Officer  to  authorize 
system  users  to  have  access  to  classified  information 
stored  in  the  system  does  not  implicity  apply  to  the 
System  Security  Officer  himself  Separate  and  spe¬ 
cific  restraints  over  his  access  to  classified  informa¬ 
tion  shall  be  established  by  the  System  Administra¬ 
tor  A  specific  algorithm  (or  combination  of  al¬ 
gorithms)  for  controlling  access  to  all  classified  infor¬ 
mation  shall  be  specified  and  embedded  in  the  sys¬ 
tem.  Moreover,  a  specific  protocol  and  mechanism 
shall  be  specified  for  inserting  into  the  computer 
system  those  security  parameters  that  grant  and  re¬ 
scind  access  privileges.  For  both  purposes,  hardware, 
software,  and  procedural  mechanisms  shall  be  im¬ 
plemented  that  insure  that  neither  the  access  con¬ 
trol  algorithm  nor  the  security-parameter  insertion 
mechanism  is  circumvented,  either  accidentally 
(through  component  failure)  or  intentionally. 

Comment:  This  recommendation  establishes  the 
general  principle  on  which  user  access  to  classified 
information  within  thesystem  isgranted.  Thedetails 
of  the  algorithm  that  permits  access  to  classified  in¬ 
formation  obviously  will  depend  on  that  part  of  the 
total  security  structure  with  which  the  computer  sys¬ 
tem  IS  concerned,  and  also  on  the  status  information 
kept  within  the  system  for  each  user.  The  Appendix 
illustrates  a  particular  algorithm  that  appears  to  be 
sufficiently  comprehensive  to  cover  all  requirements 
known  to  the  Task  Force.  It  should  be  noted  that  this 
recommendation  attempts  to  incorporate  redundancy 
into  the  access  control  mechanism,  and  also  into  the 
parameter  insertion  mechanisms,  by  requiring  a  com¬ 
bination  of  hardware,  software,  and  procedural 
mechanisms. 


III.  INFORMATION  STRUCTURE 
AND  TRANSFORMS 

Data  storage  shall  be  organized  and  controlled  at 
the  level  of  the  basic  computer  system  in  terms  of 
information  units,  each  of  which  has  a  classification 
descriptor  plus  applicable  special-access  categories 
(as  required  by  the  presence  of  caveats)  and  other 
labels  that  apply  to  the  information  unit  as  a  whole. 
It  is  the  explicit  responsibility  of  the  individual  di¬ 


recting  a  computational  process  to  declare  and 
verify  the  classification  and  any  applicable  caveats 
and  other  labels  for  an  information  unit  produced  as 
a  result  of  some  computer  process  (e.g.,  calculations 
of  bomber  ranges  or  weapon  effectiveness),  or  as  a 
result  of  a  transformation  of  some  previously  exist¬ 
ing  unit  (e  g.,  merging  or  sorting  of  files).*  This  re¬ 
sponsibility  extends  to  security  control  and  manage¬ 
ment  of  information  subunits.  Procedures  analogous 
to  those  in  force  for  controlling  introdu  ,tion  of  infor¬ 
mation  from  or  release  of  information  to  entities 
outside  the  system  must  be  observed,  and  are  de¬ 
scribed  in  Sec.  VI  below,  "Information  Security  La¬ 
bels.”  Since  a  hierarchical  structure  of  information 
classification  will  usually  exist,  a  composite  unit 
must  be  at  least  at  the  highest  level  of  classification 
of  the  units  contained  in  the  composite,  but,  in  fact, 
may  be  higher.  Automatic  algorithms  may  be  used  to 
aid  the  user  in  the  execution  of  these  responsibili¬ 
ties. 

Comment:  The  intent  of  this  recommendation  is  to 
provide  procedures  analogous  to  those  for  handling 
documents,  as  specified  in  Section  3  of  Executive  Or¬ 
der  10501  (Amended).  The  recommendation  on  infor¬ 
mation  structure  and  transforms  leaves  unspecified 
whether  a  computer-based  file  is  classified  as  an  en¬ 
tity,  or  whether  the  individual  entries  or  elements  of 
the  file  are  separately  classified.  The  design  of  the  file 
structure  and  the  details  of  how  it  shall  be  classified 
are  operational  matters,  not  a  problem  of  oroviding 
security  control  mechanisms.  However,  where  the 
security  structure  of  the  file  is  establ  *'ed,  the  proce¬ 
dures  outlined  in  this  recommendati.  i  will  apply. 

This  recommendation  also  permits  the  use  of  com¬ 
puter  algorithms  to  assist  in  classifying  new  informa¬ 
tion.  In  the  Appendix,  examples  are  given  .  hich  sug¬ 
gest  how  such  algorithms  may  be  applied,  but  the 
computer  system  may  not  be  able  to  establish  classifi¬ 
cation  level  or  applicable  special  caveats  and  labels 
in  every  circumstance.  At  most,  the  system  can  tell  a 
user  that  he  has  had  access  to  classified  information 


'T)iis  Btatement  is  not  adequate  for  nongovernmental  organi¬ 
zations.  nor  in  some  government  situations.  For  example,  an  em¬ 
ployee  of  an  industrial  contractor  can  only  suggest  the  classifica¬ 
tion  of  information  which  he  creates;  the  formal  declaration  of 
classification  is  made  by  a  designated,  appropriate  authority, 
sometimes  external  to  the  contractor  company.  Some  secure  com¬ 
puter  systems  will  require  a  supplementary  procedure  to  validate 
cla-ssifications  suggesb^d  by  users. 
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with  given  caveats  and  labels;  it  will  be  his  responsi¬ 
bility  to  confirm  to  the  computer  system  the  classifica¬ 
tion,  special  caveats,  and  labels  that  should  apply.  If 
the  sensitivity  of  the  information  warrants,  audit  in¬ 
formation  should  be  made  available  to  the  System 
Security  Officer,  informing  him  that  a  user  has  taken 
some  specified  action  in  establishing  or  modifying  a 
clearance  level,  applicable  caveats,  or  labels. 

IV.  SYSTEM  TRANSACTION 
ACCOUNTING 

Logging  of  Transactions 

All  relevant  transactions  between  users  and  the 
computer  system  shall  be  automatically  logged  (in¬ 
cluding  date  and  time)  by  the  computer  system  so 
that  an  audit  oftransactions  involving  access  to  and 
generation,  classification,  reclassification,  and  de¬ 
struction  of  files  is  possible.  The  provisions  of  this 
paragraph  also  apply  to  unclassified  information 
that  resides  in  a  system  containing,  or  cleared  to 
contain,  classified  information.  Supplementary 
manual  logs  (including  date  and  timet  must  record 
all  significant  events  that  cannot  be  automc-tically 
logged. 

Comment:  Trarusaction  as  used  here  includes  such 
things  as  a  user  logging  onto  or  off  the  system;  the 
.system  granting  a  user  access  to  a  specified  file;  the 
merging  of  files  by  a  u.ser;  the  generation  of  new  infor¬ 
mation  to  which  a  user  assigns  classification: 
changes  made  in  a  classified  file  by  a  user;  and  ex¬ 
changes  of  information  with  another  computer.  The 
inclusion  of  unclassified  information  us  intended  to 
provide  for  the  case  where  "unclassified" information 
becomes  upgraded,  and  to  protect  against  unobserved 
activity  in  the  manipulation  of  the  system  by  users 
The  audit  trail  data  should  be  made  available  to  the 
System  Security  Officer  to  aid  him  in  the  continuous 
monitoring  of  the  .security  of  the  system. 

It  may  prove  operationally  desirable  to  aggregate  in 
formation  of  this  type  and  present  it  in  various  pen- 
(hUc  reports.  Thus,  for  example,  the  System  Security 
Officer  could  he  informed  at  the  end  of  each  shift  as 
to  which  files  have  been  addressed  by  or  released  to 
each  user,  or  which  files  have  been  upilated  or  had 
their  chussification  changed.  The  control  of  security 


overlaps  somewhat  the  control  of  file  integrity,  and  it 
may  prove  desirable  for  some  of  the  audit  informa¬ 
tion  to  be  made  available  to  the  System  Administra¬ 
tor. 

The  number  and  kinds  of  audits  and  the  periodicity 
with  which  they  are  made  will  depend  on  such  fac¬ 
tors  as  sensitivity  of  the  information  contained  in  the 
computer  system,  the  class  of  users  it  services  and 
their  clearance  status,  the  operational  requirements 
of  the  system,  etc.  Some  portions  of  the  status  log  will 
be  only  historical,  others  will  be  used  operational’y. 
It  is  conceivable  that  in  some  installations  it  will 
prove  desirable  to  provide  the  System  Security  Officer 
with  a  visual  display  of  the  system  transaction  log. 

It  should  be  noted  that  when  the  System  Security 
Officer  is  interacting  with  the  system  (e.g.,  inserting 
new  security  parameters),  he  is  considered  by  the  sys¬ 
tem  to  be  a  u.ser.  Thus,  even  though  his  actions  are 
privileged  and  executable  only  by  himself,  his  activi¬ 
ties  icill  he  automatically  logged.  Furthermore, 
maintenance  jjersonnel  w.'tl  also  be  considered  users 
when  their  activity  can  be  accomplished  with  the 
system  in  an  operational  status,  and  their  actions 
mil  also  be  automatically  logged.  Finally,  the  in¬ 
teractions  of  the  operating  personal,  especially  the 
console  operators,  will  be  considered  as  user  activity 
and  logged. 

Receipting 

Where  required  by  applicable  regulations,  a  re¬ 
ceipt  shall  be  obtained  from  any  user  who  has  re¬ 
ceived  classified  information  from  the  system.  Re¬ 
ceipting  shall  require  an  overt  action  on  the  part  of 
the  user  following  delivery  (or  presentation)  to  him 
of  the  cla.ssified  information.  The  purpose  of  the  re¬ 
ceipt  is  to  insure  that  the  user  is  aware  that  he  has 
received  classified  data.  For  the  purposes  of  this  re¬ 
quirement,  the  bounds  of  a  dialogue  between  a  user 
and  the  computer  system  are  defined  to  be  based  on 
the  beginning  and  ending  of  access  to  a  particular 
unit  of  information  contained  within  the  system  or 
transferred  to  or  from  the  system. 

Comment:  While  a  properly  functioning  system  al¬ 
ready  knows,  to  the  degree  adequate  for  logging  of 
system  activity,  where  information  should  be  or  to 
whom  it  has  been  delivered,  the  requirement  for  a 
receipt  recognizes  a  need  for  an  acknowledgment 
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from  the  recipient  (person  or  program)  that  he  is 
aware  that  he  has  received  classified  information  of 
a  particular  level.  It  is  essential  for  system  efficiency 
and  man-machine  effectiveness  that  the  receipting 
procedure  not  be  irtiposed  excessively.  Thus,  defini¬ 
tion  of  appropriate  transaction  boundaries  is  crucial. 
.Although  it  is  undesirable  to  burden  the  user  with 
unnecessary  actions,  nonetheless  it  may  be  to  his  ad¬ 
vantage  to  require  a  receipt  for  all  information.  He 
iVill  be  aware  of  and  the  system  transaction  log  will 
reflect,  precisely  the  information  to  which  he  has  had 
access.  His  liability  is  therefore  defined,  and  any 
investigation  which  later  may  arise  because  of  a  sys¬ 
tem  malfunction  or  divulgence  of  classified  informa¬ 
tion  would  be  facilitated. 


V.  RELIABILITY  AND 
AUTO-TESTINC 

All  security  control  or  assurance  mechanisms 
and  procedures  shall  be  designed  to  include  suffi¬ 
cient  redundancy  and  independent  checks  so  that 
the  failure  of  one  control  mechanism  will  not  allow 
an  undetected  compromise  to  occur.  Frequent  auto¬ 
matic  checks  of  these  protection  mechanisms  by  the 
computing  system  itself,  and  periodic  checks  of  the 
procedures  by  system  personnel  shall  be  made.  The 
computing  system  shall  have  the  capability  of  guar¬ 
anteeing  that  some  specified  minimum  fraction  of  its 
time  is  spent  on  performing  automatic  system  check¬ 
ing.  The  percentage  of  time  spent  on  automatic 
checking  shall  be  a  design  parameter  of  the  comput¬ 
ing  system  (capable  of  change  at  the  local  installa¬ 
tion  as  necessary),  and  shall  be  established  with  the 
concurrence  of  the  System  Certifier.  The  interval 
between  automatic  internal  self  checks  may  depend 
on  the  classification  and  sensitivity  )f  the  informa¬ 
tion  that  the  system  is  designed  to  accommodate. 
The  System  Security  Officer  shall  be  provided  means 
for  establishing  what  fraction  of  the  time  the  in¬ 
stalled  system  spends  in  self-checking  and  be  respon¬ 
sible  for  controlling  the  time  so  spent,  depending  on 
the  classification  and  sensitivity  of  the  information 
that  his  system  is  handling.  Means  shall  be  provided 
for  the  System  Security  Officer  to  initiate  these 
checks  manually. 

A  detected  failure  of  the  protection  mechanisms 
shall  cause  the  system  to  enter  a  unique  operating 


mode  wherein  no  information  may  be  transmitted  to 
or  accepted  from  the  user  community.  In  order  that 
there  be  no  unnecessary  interruption  of  services,  the 
system  must  concurrently  check  all  its  internal  pro¬ 
tection  mechanisms.  Should  the  detected  failure 
prove  to  be  the  consequence  of  a  transient  error,  the 
system  should  so  notify  the  System  Security  Officer 
and  be  returned  to  its  full  operational  status  by  an 
overt  action  of  the  System  Security  Officer.  In  the 
event  the  failure  persists,  it  shall  be  the  responsibil¬ 
ity  of  the  System  Security  Officer  to  take  any  action 
indicated.  He  may  return  the  system  to  full  or  par¬ 
tial  operational  status  in  spite  of  impaired  security 
con  'ols;  he  may  attempt  to  remove  malfunctioning 
equipment  and  restore  a  modified  configuration  to 
full  status.  In  any  event,  the  action  required  of  him 
must  be  sufficiently  overt  that  the  possible  security 
implications  of  his  action  will  be  patently  clear. 

Special  instructions  shall  be  provided  to  the  Sys¬ 
tem  Security  Officer  in  those  installations  that  deal 
with  information  of  high  sensitivity,  and  for  which 
special  procedures  are  deemed  necessary  in  order  to 
insure  that  the  system  is  not  allowed  to  operate  in  a 
manner  that  increases  the  risk  of  compromise  or 
unauthorized  disclosure. 

Comment:  The  issue  raised  by  this  recommendation 
is  a  delicate  one  because  it  addresses  a  conflict  be¬ 
tween  policy  objectives  of  the  system:  maintaining 
serr.ie  to  ihe  users  of  a  computing  system,  and  main¬ 
taining  proper  security  control  over  the  information 
stored  within  it.  If  an  agent  knows  how  to  create  an 
error  on  demand,  tv  al  shutdown  of  a  system  when 
trouble  is  detected ’s  a  serious  vulnerability.  Thus,  a 
capability  for  flexi'ile  ivsporuse,  depending  upon  the 
conditions  of  the  moment,  is  es.spr)tial.  The  action 
taken  by  the  System  Security  Officer,  perhaps  in  con¬ 
junction  with  the  Responsible  Authority  or  the  Sys¬ 
tem  Administrator,  must  reflect  the  operational 
situation  that  the  system  supports.  In  a  military  com¬ 
mand  and  control  system  where  delay  can  mean 
disaster,  operational  urgency  may  dictate  that  a  cal¬ 
culated  risk  of  unauthorized  divulgence  be  assumed 
in  order  to  maintain  continued  service  to  users.  On 
the  other  hand,  a  technical  information  system  can 
afford  to  suspend  service  totally  in  case  of  trouble, 
especially  if  it  deals  with  very  sensitive  information. 

The  fraction  of  its  time  that  a  computing  system 
must  spend  in  self-checking,  and  the  scope  and  depth 
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of  such  self  checks  are  nut  matters  that  can  be  as¬ 
sessed  readily  by  the  local  System  Security  Officer. 
Hence,  this  recommendation  requires  that  the  prob¬ 
lem  he  addressed  at  the  level  of  design  and  installa¬ 
tion  certification.  However,  it  is  reasonable  that  the 
System  Security  Officer  have  the  option  of  adjusting 
the  periodicity  and  depth  and  scope  of  self-checking, 
according  to  the  level  of  information  that  his  system 
must  accommodate. 

It  IS  not  po.ssible  to  make  positive  statements  about 
the  frequency  with  which  internal  self-checking  must 
he  performed.  In  part,  this  reflects  lack  of  insight  into 
and  experience  with  the  s^-'-urity  control  mechanisms 
to  be  installed  in  the  computing  systems  under  con¬ 
sideration.  It  ma\  be  desirable  to  perform  interna! 
self  checking  on  some  scheduled  periodic  basis,  or, 
fierhaps  more  wi.sely,  the  internal  self-checking 
should  take  place  on  an  aperiodic  basis,  such  as  when 
a  user  from  a  terminal  requests  access  to  a  file.  Aperi- 
ihIw  checking  dentes  a  potential penetrator  the  assur¬ 
ance  that  he  has  guaranteed  intervals  of  time  in 
which  to  attempt  to  subvert  or  bypass  the  security 
control  mechanisms,  but  it  also  increases  the  self¬ 
checking  load  on  the  machine  as  the  user  load  in 
creases.  In  any  event,  the  maximum  interval  between 
internal  self-tests  should  be  chosen  jointly  by  the  us¬ 
er  agency  and  the  System  Security  Officer.  The  objec¬ 
tive  IS  to  find  an  acceptable  balance  between  system 
efficiency  and  the  amount  of  classified  information 
that  <  nild  be  compromised  between  tests,  while  main- 
tainir  g  a  risk  acceptable  to  the  user-agency. 

In  *,ie  event  of  an  automatically  detected  failure  of 
a  control  mechanism,  it  is  clear  that  the  computing 
system  mu:  shift  to  a  degraded  mode  of  operation 
because  of  the  risk  of  unauthorized  divulgence.  How¬ 
ever.  the  system  design  must  be  such  that  the  system 
attempts  to  maintain  maximum  service  to  the  great¬ 
est  number  of  users.  It  is  also  clear  that  the  ussue 
transcends  the  computing  central  and  its  procedures; 
a  response  to  malfunction  can  also  involve  communi¬ 
cations.  remote  terminals,  other  computers,  etc. 

The  degraded  mode  suggested  by  the  wording  of  thus 
recommendation  seems  to  be  reasonable,  bui  it  is  not 
the  only  po.ssibilitv  Another,  for  example,  is  to  bring 
the  System  .Security  Officer  into  the  acce.ss  control 
priH  cdure  and  let  him  manually  verify  each  u.ser  re¬ 
quest  for  access  to  a  given  file.  If  such  a  prwedure 
were  to  he  implemented,  the  System  .Security  Officer 


would  need  to  be  provided  with  a  great  deal  of  visu¬ 
ally  displayed  information  and  with  appropriate 
manual  controls  over  system  performance. 

Typical  actions  that  the  System  Security  Officer 
might  take,  depending  on  the  type  of  failure  detected 
and  upon  the  operational  urgency  of  the  moment, 
include: 

lal  Disabling  the  system  completely — i.e.,  closing  it 
down  and  requesting  maintenance, 
tb)  Continuing  to  operate  the  system  in  the  degraded 
mode,  but  under  his  continuous  manual  surveil¬ 
lance. 

Id  Prohibiting  new  users,  while  allowing  current 
users  to  continue  interaction  with  files  presently 
accessible  to  them. 

idl  Restricting  access  to  classified  files  to  those  ter¬ 
minals  over  which  he  or  some  other  responsible 
authority  has  visual  cognizance.  Alternatively, 
he  might  suspend  all  but  fully-cleared  users. 

Id  Denying  all  user  requests  to  access  files  of  special 
sensitivity. 

ift  Electrically  severing  malfunctioning  storage  de¬ 
vices,  thus  permitting  the  balance  of  the  system  to 
continue  in  operation.  If  these  devices  contain  the 
security  control  and  checking  programs  and  au¬ 
thentication  words,  etc.,  then  a  choice  must  be 
made  between  this  option  and  point  tg)  below. 
Igl  By-passing  all  security  checks  and  operating  the 
system  "wide-open. " 

lh>  Electing  to  operate  with  unprotected  communi¬ 
cations. 

It  is  reasonable  that  the  system  be  designed  so  that 
the  action  options  available  to  the  System  Security 
Officer  can  be  automatically  presented  to  him  by  the 
system  itself  It  is  also  reasonable  that  each  option 
displayed  be  accompanied  by  instructions  detailing 
the  manual  and  priwedural  actions  that  he  ought  to 
take. 

Ultimately,  the  amount  of  self-checking  incor¬ 
porated  into  a  .system,  the  frequency  with  which  self¬ 
checking  IS  done,  and  the  precise  details  of  how  the 
system  functions  in  a  degraded  mode,  will  represent 
a  design  compromise  between  maintaining  maximum 
service  to  the  u.sers  and  maintaining  maximum 
safety  of  the  information  resident  within  the  system. 
When  circumstances  warrant,  the  system  can  be  de¬ 
signed  to  automatically  go  into  a  more  extensive 
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mode  of  internal  self-cheeking,  or  even  to  switch  au¬ 
tomatically  to  alternate  software  packages  that  can 
substitute  for  malfunctioning  hardware  or  software 
protection  mechanisms. 


V  I.  INFOKMATION  SKCURITY 
LABKLS 

Information  Input 

The  system  shall  not  accept  information,  even  for 
temporary  use,  without  first  receiving  from  the  user 
a  declaration  of  the  relevant  security  parameters, 
which  in  this  case  include  classification,  all  caveats, 
and  labels.  These  parameters  will  be  used  by  the 
system  to  control  further  use  or  dissemination  of  the 
information.  The  security  parameters  can  be  han¬ 
dled  as  a  declaration  covering  a  definable  set  of  in¬ 
teractions  between  a  user  and  the  system — e  g.,  the 
totality  of  a  dialogue  between  user  and  system,  be¬ 
ginning  when  the  user  logs  on  and  ending  when  he 
logs  off  The  capability  for  specifying  security  param¬ 
eters  as  a  declaration  covering  a  set  of  interactions 
is  provided  in  order  that  the  user  not  be  burdened 
with  specifying  security  information  more  often 
than  absolutely  necessary. 

('omment:  The  requirement  that  the  security 
/■arameters  he  specified  before  the  system  will  accept 
infirmation  is  simply  a  fail-safe  mechanism  to  avoid 
oversight  on  the  part  of  a  user.  It  is  reasonable  that 
the  system  assist  the  user  by  asking  him  in  turn  for 
level  of  classification,  codewords,  dissemination  la¬ 
bels.  and  information  labels  (as  applicable).  Where 
possible,  the  system  should  automatically  apply  any 
caveats,  labels,  etc.,  implied  by  information  already 
supplied.  It  is  also  reasonable  that,  on  request,  the 
system  provide  the  user  with  a  listing  of  labels  so  that 
he  can  assure  himself  that  nothing  has  been  over¬ 
looked. 

Information  Output 

Each  user  shall  be  notified  of  at  least  the  classifi¬ 
cation  level  and  special  access  caveats  of  all  informa¬ 
tion  being  furnished  him  by  the  system.  Where 
physical  'i-Tiitations  I'rohibit  or  discourage  presenta¬ 
tion  of  all  caveats  and  labels  associated  with  each 


separate  page  or  display  of  information,  means  must 
be  provided  for  the  user  to  obtain  them  at  his  re¬ 
quest. 

Comment:  Ideally,  all  information  provided  a  user, 
whether  printed  out  in  hard  copy  or  electronically 
displayed,  should  be  accompanied  by  all  relevant 
security  parameters.  However,  practical  limitations 
in  the  capabilities  of  display  devices  or  printers  may 
make  alternative  procedures  necessary.  At  the  mini¬ 
mum,  the  classification  level  must  be  displayed  or 
printed  with  each  page.  The  user  must  be  able  to 
obtain  the  complete  set  of  security  parameters  as¬ 
sociated  with  information  when  he  is  being  asked  to 
receipt  for  it. 

VII.  MANAGEMENT  OF  STORAGE 
RESOURCES 

User-to-User  Leakage 

Allocation,  use  and  erasure  of  storage  resources 
of  all  types  in  the  computing  system  shall  be  handled 
both  by  the  system  and  by  opierational  procedures  in 
such  a  way  that  no  information  from  a  prior  use  of 
the  storage  medium  can  leak  to  the  current  use. 

Comment:  The  consequence  of  this  recommendation 
is  to  require  that  appropriate  schemes  for  manage¬ 
ment  of  storage  allocation  and  erasure  of  storage  be 
incorporated  into  the  system  software  and  system  op¬ 
erational  features.  The  problem  of  leakage  concerns 
both  complete  and  fragmentary  pieces  of  informa¬ 
tion,  and  entire  as  well  as  partial  quantities  of  stor¬ 
age.  For  example,  the  scratch  space  on  a  magnetic 
disc  assigned  to  one  classified  job  must  be  satisfac¬ 
torily  sanitized  before  assigning  it  to  a  second  job. 
The  problem  of  leakage  would  be  greatly  facilitated 
if  magnetic  tape  transports  contained  a  rewind-and- 
erase  feature,  and  magnetic  discs  a  read-and-erase 
feature. 

Residual  Information 

A  storage  medium  shall  carry  the  same  classifica¬ 
tion  as  the  most  highly  classified  information  stored 
on  it  since  the  most  recent  sanitization.  All  sanitiza¬ 
tion  (e  g.,  degaussing)  shall  be  done  in  such  a  way  as 
to  insure  that  even  if  the  medium  were  removed 
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from  the  computing  system  and  subjected  to  tests 
under  laboratory  conditions,  no  residual  informa¬ 
tion  could  be  extracted  from  it.  The  alternative  to 
sanitization  is  to  treat  the  storage  medium  as  clas¬ 
sified  until  destruction. 

This  requirement  does  not  imply  that  all  infor¬ 
mation  read  from  a  storage  device  must  be  treated  as 
if  it  were  classified  to  the  highest  level  of  any  data 
ever  recorded  on  the  medium.  Information  extracted 
from  the  device  by  normal  means  (e  g.,  via  the  com¬ 
puter  system)  may  be  properly  handled  at  the  clas¬ 
sification  of  the  information  per  se,  provided,  how¬ 
ever,  that  all  other  criteria  that  relate  to  handling  of 
information  at  that  classification  level  are  satisfied. 

Sanitization  Procedures 

The  specific  techniques  and  tests  required  to  in¬ 
sure  sanitization  of  storage  media,  as  required  in  the 
preceding  paragraph,  shall  be  at  the  discretion  of  a 
Responsible  Authority. 

Comment:  Currently,  there  is  no  sanitization  tech¬ 
nique  or  equipment  generally  available  that  will  con 
sistently  degauss  any  and  all  media  so  thoroughly 
that  residual  information  cannot  be  extracted  under 
specialized  laboratory  conditions.  Additional  re¬ 
search  and  testing  are  needed  to  determine  the  valid¬ 
ity  of  various  procedures  now  used,  and  to  develop 
new  procedures,  equipment,  and  tests.  It  is  recom¬ 
mended  that  research  continue,  and,  to  the  max¬ 
imum  extent  possible,  that  duplication  of  efforts  be 
avoided.  Results  should  be  made  available  through 
the  Department  of  Defense.  Meanwhile,  responsible 
authorities  must  have  leeway  to  select  the  degaussing 
technique  proven  best  for  the  particular  media  under 
their  control. 


VIII.  SYSTKM  CERTIFICATION 

Certification  is  the  process  of  measuring,  testing, 
and  evaluating  the  effectiveness  of  the  security  con¬ 
trol  features  of  a  system.  It  must  be  accomplished 
before  a  system  can  be  used  operationally  with  clas¬ 
sified  information.  The  three  types  of  system  certifi¬ 
cation  are  Design  Certification,  performed  before 
and  during  system  construction;  Installation  Certifi¬ 
cation,  performed  prior  to  authorizing  a  system  for 
operational  use;  and  Recertification,  performed  after 


major  changes  or  correction  of  failures. 

Comment:  The  problem  of  certifying  that  a  com¬ 
puter  system  contains  a  properly  functioning  set  of 
security  safeguards  and  is  operated  under  an  appro¬ 
priate  set  of  operational  procedures  is  complex  and 
difficult.  The  issue  is  considered  at  this  point  in  con¬ 
nection  with  policy  and  operational  recommenda¬ 
tions,  but  Ls  also  discussed  later  in  the  context  of 
ha’'dware  recommendations.  The  precise  details  of  an 
adequate  certification  procedure,  including  the  neces¬ 
sary  inspections  and  tests,  are  difficult  to  define,  al¬ 
though  it  is  clear  that  the  details  of  such  procedures 
will  depend,  in  part,  on  the  type  of  computer  system 
in  question,  and  on  the  scope  and  type  of  service  that 
the  system  furnishes  its  users.  System  certification  is 
the  crucial  process  in  establishing  the  classification 
level  permissible  in  a  secure  system. 

Certification  of  an  overall  system,  determined  on 
the  basis  of  inspection  and  test  results,  shall  be  cha¬ 
racterized  in  terms  of  the  highest  classification  or 
most  restrictive  specific  special-access  categories 
that  may  be  handled.  Where  tests  show  that  the 
overall  system  can  effectively  maintain  the  integrity 
of  boundaries  between  portions  of  the  system,  certifi¬ 
cation  may  differ  for  various  portions  (i.e.,  for  "sub¬ 
systems”). 

Comment-  This  recommendation  establishes  a  con¬ 
venient  ivay  to  characterize  the  certification  of  a  sys¬ 
tem  or  portions  of  it.  By  permitting  certification  to 
differ  for  portions  of  a  system,  we  have  in  principle 
l>ermitted  part  of  a  system  to  function  in  an  uncer- 
tifif’d  condition,  but  subject  to  tests  that  demonstrate 
th.ii  the  system  can  effectively  maintain  the  integrity 
of  subsystem  boundaries.  It  is  not  certain  at  the  pre¬ 
sent  time  that  tests  can  adequately  establish  the  in¬ 
tegrity  of  boundaries,  thus  permitting  inclusion  of  an 
uncertified  portion  in  a  .system.  In  general,  the  more 
highly  classified  and  .sensitive  the  information  in  a 
system,  the  more  carefully  one  should  consider  the 
risks  before  permitting  an  uncertified  portion  to  oper¬ 
ate  in  the  overall  system. 

Tests  and  Inspections 

Any  computer  system  used  to  process  classified 
information  shall  be  subjected  to  inspection  and  test 
by  expert  technical  personnel  acting  for  the  Respon¬ 
sible  Authority.  The  extent  and  duration  of  the  in- 


22 


CONFIDENTIAL 


1 


CONFIDENTIAL 


spections  and  tests  shall  be  at  the  discretion  of  the 
Responsible  Authority  The  inspections  and  tests 
shall  be  conducted  to  determine  the  degree  to  which 
the  system  conforms  to  the  requirements  here 
recommended,  any  derivative  regulations,  and  other 
applicable  regulations. 

('omment:  This  recommendation  does  not  specify 
the  details  of  tests  and  iruspections  to  be  conducted, 
nor  does  it  .specify  when  such  tests  and  inspections  are 
necessary  Furthermore,  it  does  not  prohibit  the  Re¬ 
sponsible  Authority  from  usinp  expert  technical  per¬ 
sonnel  from  an  external  apency  or  department.  On  the 
contrary  some  of  the  tests  and  inspections  should  be 
conducted  by  an  external  proup.  Where  the  sensitivity 
of  the  information  in  the  system  warrants,  some  of 
the  tests,  inspections,  and  deliberate  diagnostic  at¬ 
tempts  at  penetration  should  be  conducted  on  an 
unannounced  basis.  It  is  not  implied  that  the  extent 
and  nature  of  the  tests  and  inspections  necessarily  be 
the  same  for  each  of  the  types  of  system  certification. 

Types  of  System  Certification 

Design  Certification.  A  series  of  tests  and  in¬ 
spections  that  establish  that  the  safeguards  designed 
into  the  hardware  and  software  of  the  system  are 
ojjerative,  function  as  intended,  and  collectively  con¬ 
stitute  acceptable  controls  for  safeguarding  clas¬ 
sified  information.  Production  models  of  a  given  de¬ 
sign  need  lx*  tested  only  to  verify  that  all  safeguards 
are  present  and  properly  functioning.  It  is  recom¬ 
mended  that  this  certification  be  performed  by  an 
agency  or  a  special  team  not  part  of  the  using  agency 
and  separate  from  design  or  maintenance  groups. 
■Specifications  i procedures,  tests,  inspections)  for 
subsequent  certification  reviews  must  be  produced 
as  part  of  the  design  certification  process. 

Installation  Certification.  A  series  of  tests  and 
inspections  performed  according  to  specifications  es¬ 
tablished  during  the  design  certification  phase  to  in¬ 
sure  that  the  required  set  of  security  safeguards 
I  hardware,  software,  and  procedural)  are  in  fact  pre¬ 
sent  and  operational  in  the  installed  equipment,  and 
on  all  communication  links  that  will  carry  classified 
information  to  remote  terminals  or  other  computers. 
This  certification  must  also  examine  the  operational 
procedures  and  administrative  structure  of  the 
organization  that  controls  the  equipment,  and  must 
establish  that  the  procedural  and  administrative  en¬ 


vironment  supplements  and  complements  hardware 
and  software  safeguards,  and  that  physical  safe¬ 
guards  are  appropriate.  It  is  anticipated  that  certifi¬ 
cation  review  will  be  most  extensive  and  thorough  at 
the  time  of  initial  installation  of  the  system.  Installa¬ 
tion  certification  will  probably  be  conducted  by  a 
special  team,  not  necessarily  under  the  control  of  the 
Responsible  Authority.  Ideally,  the  System  Security 
Officer  will  participate  in  this  certification  so  that  he 
becomes  familiar  with  the  safeguards  in  the  system 
and  with  the  process  and  intent  of  certification  in 
order  that  he  can  conduct  subsequent  certifications. 

Recertification.  Some  level  of  recertification 
must  be  accomplished  periodically,  as  indicated  by 
operational  circumstances.  These  instances  are  as 
follows: 

Periodically  during  the  operational  life.  It  is 
desirable  to  recertify  the  system  at  intervals  dur¬ 
ing  its  lifetime.  This  is  in  the  nature  of  a  preven¬ 
tive  procedure  to  establish  the  continuity  of 
security  safeguards,  to  make  gross  checks  on  sys¬ 
tem  functioning,  and  to  search  for  loopholes  in  the 
protection.  It  is  conceivable  that  some  level  of 
recertification  might  be  desirable  at  the  beginning 
of  each  scheduled  shift  of  operation  or  on  some 
other  periodic  basis,  as  dictated  by  the  needs  or 
sensitivity  of  the  computing  installation. 

After  system  malfunction.  Depending  upon  how 
the  system  has  malfunctioned  and  on  what 
remedial  action  has  been  taken,  some  recertifica¬ 
tion  procedures  are  desirable  to  re-establish  that 
the  security  controls  are  fully  functioning.  The 
responsibility  for  determining  which  recertifica¬ 
tion  tests  and  inspections  are  necessary  rests  with 
the  System  Security  Officer,  although  he  may  so¬ 
licit  expert  opinion  from  System  Maintenance 
Personnel  or  the  System  Administrator. 

After  scheduled  or  unscheduled  hardware  or  soft¬ 
ware  maintenance  or  modification.  As  with  system 
malfunctions,  some  level  of  recertification  un¬ 
doubtedly  is  necessary  after  modifications  have 
been  made  in  the  computing  equipment  or  the 
system  software.  The  scope  and  depth  of  these 
tests  and  inspections  should  reflect  what  mainte¬ 
nance  has  been  performed  and  what  changes  have 
been  made.  The  ultimate  judgment  as  to  which 
recertification  priKedures  are  necessary  must  be 
the  responsibility  of  the  System  Security  Officer, 
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although  he  may  solicit  expert  opinion.  For  suffi¬ 
ciently  extensive  modifications  or  maintenance, 
the  recertification  procedure  may  well  approxi¬ 
mate  the  extensive  set  of  tests  and  inspections 
made  at  the  time  of  initial  installation 

Comment:  The  Task  Force  does  not  recommend  any 
particular  recertification  periodicity,  but  suggests 
that  initially,  at  least,  the  question  of  periodic  inspec¬ 
tion  and  recertification  be  jointly  determined  by  the 
,System  Security  Officer  and  the  Responsible  Au¬ 
thority.  each  acquires  confidence  in  the  capability 
of  the  .system  to  maintain  satisfactory  security  con¬ 
trol,  it  IS  likely  that  the  intervals  between  tests  and 
recertifications  will  be  adjusted  accordingly. 

Automatic  internal  self-testing  previously  described 
can  be  regarded  as  a  form  of  recertification  that  takes 
place  on  a  short  time  scale  (e.g..  milliseconds!,  as  op¬ 
posed  to  the  type  discussed  above  which  occurs  on  a 
long  time  scale  /e.g..  hours,  days! 

Operational  Security  Parameters 

The  necessary  operational  security  parameters  of 
the  overall  system,  or  of  each  portion  of  it,  shall  be 
inserted  into  the  system  by  the  System  Security 
Officer. 

Comment:  This  recommendation  is  consistent  with 
the  view  that  the  security  apparatus  of  the  agency 
that  operates  a  computing  system  has  the  necessary 
overall  view  to  he  able  to  specify  the  relevant  security 
parameters  for  the  system.  The  recommendation  also 
reflects  the  requirement  that  the  System  Security 
Officer  he  responsible  for  the  currency  and  accuracy  of 
the  parameters  in  his  system.  The  point  is  included 
as  part  of  certification  because  proper  tests  and  in¬ 
spections  must  be  conducted  in  order  to  ascertain  that 
the  security  parameters  have  in  fact  been  correctly 
inserted  into  the  system  /and  accepted  by  it!  both 
initially  and  each  time  the  security  parameters  of  the 
system  are  modifcd. 

Protection  at  Boundaries 

Information  shall  be  passed  to  or  accepted  from 
any  jwrtion  of  the  system  only  at  a  security  level 
commensurate  with  the  security  parameter  for  that 
portion  of  the  system  The  use  by  an  uncleared  per¬ 
son  of  a  terminal  certified  for  highly  classified  infor¬ 


mation  is  permissible  without  the  need  for  recertifi¬ 
cation  as  long  as  precautions  (escorting,  continuous 
surveillance  to  prevent  tampering,  etc.)  are  taken  to 
prevent  subversion  of  the  security  mechanisms 
needed  (and  previously  certified  as  effective)  to  pro¬ 
tect  the  stipulated  classification  of  the  terminal. 

Comment:  The  impact  of  this  recommendation  on 
the  clearance  specified  for  a  remote  terminal  is  com¬ 
plex.  In  effect,  it  requires  that  the  clearance  assigned 
to  a  given  terminal  be  determined  by  appropriate  tests 
and  safeguards  that  are  commensurate  with  the 
highest  classification  of  information  to  be  handled. 
Temporary  operation  of  the  terminal  with  informa¬ 
tion  of  a  lower  classification  is  acceptable,  providing 
that  adequate  measures  are  taken  to  maintain  the 
integrity  of  the  certified  status  of  both  the  terminal 
and  its  environment.  There  must  be  safeguards  that 
insure  that  the  system  responds  to  each  user  appropri¬ 
ately  to  his  clearance,  and  tests  must  be  applied  dur¬ 
ing  the  various  certification  phases  that  verify  the 
presence  and  efficacy  of  these  protection  mechanisms. 
Extra  precautions  must  be  taken  before  and  after  the 
use  of  a  terminal  by  an  uncleared  person.  Following 
use  of  a  terminal  by  a  person  not  cleared  to  receive 
information  classified  equivalent  to  the  terminal's 
maximum  clearance,  ai  hentication  of  a  new  user  is 
mandatory  before  initiating  transactions  involving 
higher  classifications.  In  establishing  his  authen¬ 
ticity,  the  new  user  is  also  tacitly  indicating  that  the 
former  user  is  no  longer  in  a  position  to  monitor  the 
higher  classification  transactions. 

Post-Certification  Changes 

(Changes  in  the  hardware  or  software  of  the  sys¬ 
tem  shall  be  installed  for  normal  operations  only  by 
the  designated  System  Maintenance  Personnel  or 
fK-rsonnel  operating  under  their  observation  and 
supervision,  with  the  concurrence  of  the  System 
Security  Officer.  An  explicit  report  of  all  such 
changes  shall  be  made  to  the  certifying  authority  for 
the  particular  system,  in  addition  to  the  normal 
manual  and/or  automatic  logging  of  system  transac¬ 
tions. 

Comment:  This  recommendation  requires  explicit 
reporting  of  all  changes  in  system  hardware  or  soft¬ 
ware.  If  such  changes  are  sufficiently  minor  in  the 
opinion  of  the  .System  Security  Officer  or  the  System 
Certifier,  then  reporting  may  he  sufficient.  However. 
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if,  in  the  opinion  of  the  System  Certifier  or  the  System 
Security  Officer,  the  changes  are  sufficiently  major 
that  security  safeguards  may  haoe  been  affected,  then 
some  level  of  recertification  tests  and  inspection  will 
he  essential. 

(.'ontinuity  of  Physical  Protection 

Kquipment  and  associated  materials  (e  g.,  media 
containing  copies  of  programs)  used  for  handling 
classified  information  must  be  continuously  pro¬ 
tected  against  unauthorized  change  commensurate 
with  the  security  level  at  which  they  most  recently 
have  been  certified.  Copies  of  operating  software 
that  is  not  itself  classified  and  which  is  not  to  be  used 
for  actual  insertion  into  the  system  or  to  generate 
programs  for  insertion  into  the  system  need  not  be 
subject  to  this  requirement. 

('omment:  Thus  recommendation  is  intended  to 


guard  against  the  implantation  of  intelligence  sen¬ 
sors  or  software  changes  that  might  aid  penetration 
of  safeguards.  Note  that  it  does  not  require  the  items 
to  be  classified,  nor  does  it  require  physical  protection 
for  all  copies  of  an  item.  For  example,  several  copies 
(e.g.,  on  card  decks  or  magnetic  tapes  or  discsJ  of  the 
operating  system  software  will  usually  exist.  Only 
that  copy  to  be  inserted  into  the  machine  for  actual 
running  of  the  system  and  the  master  copy  from 
which  it  was  made  must  be  physically  protected  as 
required;  even  then,  protection  need  commence  only 
after  a  copy  has  been  certified  to  be  correct.  Other 
copies,  which  are  for  the  convenience  of  maintenance 
personnel  or  system  operators  and  which  will  not  be 
used  to  make  additional  copies  or  used  operationally 
in  the  system  when  it  contains  classified  information, 
need  not  be  protected.  This  recommendation  should 
also  aid  in  avoiding  unnecessary  classification  of 
equipment  or  software. 
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Part  C 

TECHNICAL  RECOMMENDATIONS 


I.  INTRODUCTION 

It  is  important  to  understand  what  present  tech¬ 
nology  can  and  cannot  do  in  protecting  classified  in¬ 
formation  in  a  resource-sharing  system.  Present 
technolog>'  offers  no  way  to  absolutely  protect  infor¬ 
mation  or  the  computer  operating  system  itself  from 
all  security  threats  posed  by  the  human  beings 
around  it.  As  a  consequence,  procedural  and  ad¬ 
ministrative  safeguards  must  be  applied  in  resource¬ 
sharing  computer  centers  to  supplement  the  protec¬ 
tion  available  in  the  hardware  and  software. 

As  could  be  observed  in  the  policy  recommenda¬ 
tions,  there  are  two  types  of  environments  in  which 
secure  computing  systems  operate  One  is  an  envi¬ 
ronment  consisting  of  only  cleared  users  who  func¬ 
tion  at  physically  protected  terminals  connected  to 
a  physically  protected  computing  central  by  pro¬ 
tected  communication  circuits.  The  main  security 
problem  in  such  a  closed  environment  is  largely  one 
of  maintaining  the  data  and  program  integrity  of 
each  individual  user.  An  inadvertent  divergence  of 
classified  information  by  the  system  is  analogous  to 
a  cleared  person  finding  a  classified  document  for 
which  he  is  not  authorized  access.  The  other  type  of 
environment  is  one  in  which  there  is  a  mixture  of 
uncleared  users  working  at  unprotected  consoles 
connected  to  the  computing  central  by  unprotected 
communication  circuits,  and  cleared  users  with  pro¬ 
tected  consoles  and  protected  communication  lines. 
The  security  problem  with  such  an  open  environment 
IS  that  the  system  must  be  able  to  withstand  efforts 
to  penetrate  it  from  both  inside  and  outside. 

For  purposes  of  this  Report,  the  terms  closed  sys 
tern  and  open  system  are  used  to  indicate  security 
controlled  computing  systems  that  operate  in  these 


wholly  different  but  realistic  environments.  From  a 
technical  point  of  view,  a  secure  closed  system  (i.e., 
one  acceptably  resistant  to  external  attack,  acciden¬ 
tal  disclosures,  internal  subversion,  and  denial  of  use 
to  legitimate  users)  while  presenting  difficult  prob¬ 
lems,  can  be  provided  by  contemporary  technology; 
but  a  secure  open  system  cannot  be  provided  by  con¬ 
temporary  technology.  In  fact,  there  is  special  con¬ 
cern  about  the  risk  of  compromise  of  classified  infor¬ 
mation  and  the  vulnerability  of  an  open  system  to 
potential  penetrations  because,  as  of  today: 

(al  It  is  virtually  impossible  to  verify  that  a  large 
software  system  is  completely  free  of  errors 
and  anomalies. 

(b)  The  state  of  system  design  of  large  software 
systems  is  such  that  frequent  changes  to  the 
system  can  be  expected. 

(c»  Certification  of  a  system  is  not  a  fully  deve¬ 
loped  technique  nor  are  its  details  thoroughly 
worked  out. 

(di  System  failure  modes  are  not  thoroughly  un¬ 
derstood,  catalogued,  or  protected  against. 

(e)  I^arge  hardv/are  complexes  cannot  be  abso¬ 
lutely  guaranteed  error-free. 

Since  adequate  controls  cannot  be  provided  by 
technology  alone,  it  is  necessary  to  rely  on  a  combi¬ 
nation  of  hardware,  software,  and  procedural  safe¬ 
guards.  Thus,  some  of  the  recommendations  below 
refer  to  issues  already  discussed  in  Part  B. 

The  precise  mix  of  controls  and  safeguards  neces¬ 
sary  in  any  given  case  will  depend  on  the  operational 
environment,  sensitivity  of  information,  class  of  us¬ 
ers,  and  types  of  service  rendered,  as  noted  above. 
We  believe  that  these  recommendations  are  both 
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necessary  and  sufficient  for  a  closed  secure  system. 
However,  their  sufficiency  for  an  open  system  cannot 
be  guaranteed  in  the  abstract.  Only  by  intelligent 
adaptation  to  a  specific  open  environment  utilizing 
experience  from  closed  systems  and  by  extremely 
objective  and  stringent  testing  and  evaluation  can 
their  adequacy  be  established  for  a  specific  open  sys¬ 
tem 


II.  CKNTRAL  PROCKSSOR 
IIARDWARK 

Central  processor  hardware  must  provide  some 
or  all  of  the  following  mechanisms,  depending  on  the 
cla.ss  of  service  it  renders  its  users:  user  isolation; 
supervisory  software'  protection;  and  assurance 
against  unanticipated  conditions. 

User  Isolation  Mechanisms 

Kach  user  lor  worker)  program^  must  be  isolated 
from  all  other  programs  in  the  computing  system. 
The  currently  known  principal  hardware  mech¬ 
anisms  for  isolating  programs  include  base-address¬ 
ing  registers  and  various  forms  of  hardware  check¬ 
ing  circuits  to  assure  that  memory  addresses  gener¬ 
ated  within  the  processor  are  in  fact  restricted  to 
those  permitted  for  the  programs  of  a  particular 
u.ser  In  addition,  some  contemporary  machines  pro¬ 
vide  memory  protection  through  length<heck  regis¬ 
ters.  bounds  registers,  and  storage  locks. 

The  characteristics  of  the  system  software  deter¬ 
mine  whether  or  not  user-isolation  hardware  fea¬ 
tures  are  required  on  systems  that  provide  the  user 
with  a  file-query  capability  (Type  I  in  Fig.  2).  or  with 
full  programming  capability  through  an  interpre¬ 
tive  mixle  or  in  a  restricted  set  of  languages  with 
checked  out  compilers;  (Types  II  and  III  in  Fig  2). 
.Sometimes,  the  hardware  features  are  not  necessary 
m  principle,  but  as  a  practical  matter  the  use  of 

*  Sufifri  Lson,  softmirr.  or  the  Supervisor  'also  called  the  Kx 
i*iutive  or  the  Monitor’  includes  (hat  pf)rtion  of  the  software  that 
uiternallv  manages  joh  flow  (hrouKh  the  computer,  allwates  sys¬ 
tem  r»*sources  to  jobs,  controls  information  flows  to  and  from  files, 
etc 

*  I  \er  pntfirtim  'or  worker  proKram'  is  a  computer  program 
that  iwrform.s  some  task  (dr  a  us4*r  of  the  system  The  Supervuwr 
handles  sc  hHulin^t  of  the  u.ser  pn>Kram  into  the  job  stream  of  the 
s\stem,  th«’  alloc'ation  o(  resourc<*s  to  it,  control  of  iLs  security 
a.sj)»Ti.s,  etc 


relevant  hardware  features  greatly  simplifies  the 
achievement  of  isolation.  It  is  recommended  that 
hardware  user-isolation  mechanisms  be  required  for 
all  resource-sharing  systems  ofTypes  I,  II,  and  III  (in 
Fig.  2). 

It  is  recommended  that  isolation  hardware  be 
mandatory  in  systems  that  provide  extensive  pro¬ 
gramming  capability  to  the  user  in  any  language 
and  with  any  compiler  of  his  choice,  including  the 
machine  language  of  the  computer  (Type  IV  in  F'ig. 
2). 

While  many  contemporary  machines  designed 
for  multiprogramming  or  time-sharing  environ¬ 
ments  incorporate  hardware  safeguards  that  pro¬ 
vide  user  isolation,  there  is  very  little  internal  hard¬ 
ware  self-checking  to  guard  against  malfunctions. 
Older  machines  operating  in  a  security  controlling 
mode  may  not  be  able  to  fully  meet  these  recommen¬ 
dations.  To  some  extent,  user  isolation  achieved  by 
means  of  hardware  mechanisms  can  be  exchanged 
for  isolation  via  software  mechanisms.  This  should 
be  done  with  caution,  for  the  protection  mechanisms 
effected  by  software-means  must  themselves  be  safe¬ 
guarded  against  collapse  due  to  a  hardware  or  soft¬ 
ware  malfunction 

Supervisor  Protection 

The  objective  of  Supervisor  protection  is  to  deny 
a  user  program  the  ability  to  penetrate  the  Supervi¬ 
sor  (which  contains  security  control  safeguards) 
without  detection  by  the  Supervisor.  A  user  program 
might  attempt  such  a  subversion  for  the  purpose  of 
manipulating  supervisory  information  in  such  a  way 
as  to  disable  security  control  barriers,  or  to  pre-empt 
the  system  and  so  deny  service  to  other  users. 

It  is  recommended  that  computer  systems  that 
provide  for  programming  via  interpretation  or  via 
limited  languages  and  checked-out  compilers,  and 
systems  that  provide  extensive  programming 
capabilities  (Types  II,  III,  and  IV  in  Fig  2),  incorpo¬ 
rate  hardware  techniques  that  have  the  effect  of  pro¬ 
viding  at  least  two  distinct  operating  states:  the  user 
slate  and  the  sup«“rvisor  state  (also  called  worker  or 
slave,  and  master  or  privileged,  respectively).  Any 
hardware  configuration  is  acceptable  if  it  can  create 
one  internal  operating  state  that  cannot  be  pene¬ 
trated  by  any  .software  that  a  user  program  can  exe¬ 
cute 
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In  the  supervisor  state,  the  machine  is  able  to  exe¬ 
cute  all  instructions,  including  those  which  affect 
security  controls.  In  the  user  state,  any  instruction 
that  initiates  an  input  or  output  operation  (such  as 
a  reference  to  a  file),  that  attempts  to  modify  a  regis¬ 
ter  used  to  isolate  users  or  to  protect  the  Supervisor, 
or  that  attempts  to  suspend  or  modify  security  con¬ 
trols  must  not  be  executed  Thus,  in  the  user  state, 
a  user  program  will  not  be  able  to  execute  certain 
instructions  and  operations  that  are  prohibited  to  it. 
Entrance  to  the  supervisor  state  must  be  hardware 
controlled.  This  frequently  is  established  by  pro¬ 
viding  a  facility  to  detect  a  special  instruction,  and 
creating  by  hardware  means  an  interrupt  signal 
that  returns  the  computing  system  to  its  supervisor 
state. 

If  a  user  program  attempts  to  execute  a  prohib¬ 
ited  instruction,  the  attempt  must  be  thwarted  by 
immediately  suspending  the  user  program  and  re¬ 
turning  control  to  the  Supervisor.  Furthermore,  if  a 
user  program  attempts  to  execute  an  undefined  in¬ 
struction,  this  Ux)  must  be  thwarted  by  immediately 
suspending  execution  of  the  user  program  and  re¬ 
turning  control  to  the  Supervisor. 

Comment:  There  are  two  technical  points  involved 
in  this  recommendation,  as  well  as  a  delicate  ques 
tion  of  balancing  tight  security  control  against  user 
service.  A  user  program  may  accidentally  attempt  to 
execute  a  prohibited  instruction  because  the  user  has 
made  a  mistake  in  his  progran  ming;  similarly,  a 
sequence  of  instructions  in  a  user  program  can  inad¬ 
vertently  create  a  "false  instruction,  "one  whose  bit- 
pattern  IS  undefined  in  the  machine;  this  can  give  rise 
to  unpredicted  results,  including  bypassing  security 
safeguards.  As  an  aid  to  the  Supervisor  in  determin¬ 
ing  which  event  has  occurred,  it  would  be  convenient 
for  the  hardware  to  generate  unique  interrupt  signals 
for  each.  Conversely,  a  user  program  can  deliberately 
create  either  of  these  actions  as  part  of  a  penetration 
attempt. 

From  a  security  point  of  view,  the  safe  thing  is  to 
suspend  execution  of  the  user  program  whenever  it 
behaves  suspiciously.  However,  if  the  user  is  attempt¬ 
ing  to  debug  a  program,  he  is  likely  to  haie  errors  in 
hus  program  that  will  result  in  his  suspension,  and 
consequently  interfere  with  his  work.  Possibilities  for 
handling  this  conflict  include  imposing  a  time  delay 
on  the  user  before  allowing  him  to  continue  (one  min¬ 


ute,  for  example),  but  imposing  a  shorter  delay  (10 
seconds,  for  instance)  if  he  has  stated  that  he  is  in  a 
debug  mode  and  this  statement  has  been  verified  by 
the  System  Security  Officer;  imposing  successively 
longer  delays  on  the  user  as  the  frequency  of  his  in¬ 
fractions  increases;  notifying  the  System  Security 
Officer  when  a  user  has  exceeded  a  certain  number  of 
violations. 

Assurance  .Against  Unanticipated 
Conditions 

Since  it  is  virtually  impossible  to  determine  in 
every  situation  whether  a  computing  system  is  work¬ 
ing  as  designed,  it  is  obvious  that  a  machine  not 
operating  properly  is  not  only  of  doubtful  utility,  but 
also  poses  a  grave  risk  to  the  security  of  the  informa¬ 
tion  being  handled  by  it.  Thus,  it  is  desirable  to  incor¬ 
porate  safeguards  that  protect  the  system  against 
unanticipated  conditions  that  might  arise.  As  a 
minimum  condition,  it  is  mandatory  that  the  com¬ 
puter  produce  a  known  response  to  all  possible  in¬ 
structions  (both  legal  ones  specifically  in  the  ma¬ 
chine  repertoire,  and  undefined  ones),  together  with 
all  possible  combinations  of  tags  or  modifiers, 
whether  legal  or  not. 

Comment:  This  condition  is  required  to  prevent  the 
exploitation  of  undefined  instruction  bit  pe  tterns 
that  might  by-pass  normal  isolation  and  protection 
mechanisms. 

Summary  Comment:  There  are  many  other  hard 
ivare  features  that  are  not  absolutely  essential  for 
implementing  security  controls,  but  which  can  help 
protect  against  certain  threats  or  can  increase  the 
assurance  that  controls  are  working  properly  and 
have  not  been  inadvertently  by-passed.  For  example: 

Program-readable  status  switches  on  the  hard¬ 
ware  can  assure  that  the  program  is  aware  of  the 
hardware  configuration  in  which  it  resides.  This 
feature  can  protect  against  Icxiding  of  the  wrong 
software,  and  against  some  actions  of  the  operator. 

Key  switches  on  all  important  peripheral-device 
controllers  can  protect  against  accidental  change 
in  their  status  or  in  .security  safeguards. 

Program -readable  hardware  cl(x:ks  assist  in  con¬ 
trolling  and  maintaining  audits  and  recording  ac- 
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tinns  by  dale  and  time. 

An  interrupt  system  can  give  first  priority  to  hard- 
uare  errors,  malfunctions,  and  undefined  instruc¬ 
tion  bit  patterns. 


III.  SOmVARK 

The  software  of  a  resource-sharing  system  in¬ 
cludes  the  Supervisor,  the  language  processors  (com¬ 
pilers,  assemblers,  etc.  I,  the  program  library,  and  the 
utility  programs  le.g.,  sort  programs,  file  copying 
programs,  etc  »  The  design  of  a  computer  system 
must  consider  all  software  components  of  the  sys¬ 
tem,  as  well  as  the  hardware  on  which  the  software 
will  run 

l^anguage  Processors  and  Utility  Routines 

While  a  Supervisor  of  some  sort  is  required  on  all 
types  of  systems  enumerated  in  Fig.  2,  the  broad 
range  of  user  software  capabilities  inherent  in  sys¬ 
tems  of  Types  III  and  IV  implies  that  a  much  more 
complex  Supervisor  is  required  for  them.  With  re¬ 
spect  to  language  processors  and  utility  programs, 
very  little  can  be  said  that  will  be  of  assistance  in  the 
design  and  development  of  secure  resource-sharing 
systems  In  a  Type  III  system  (permitting  program¬ 
ming  via  limited  languages  and  certified  compilers) 
the  care  and  thoroughness  with  which  the  language 
proces-sors  are  examined  prior  to  approval  can  limit 
the  threat  that  a  user  of  the  system  might  be  able  to 
mount  against  the  classified  information  it  contains. 
A  careful  analysis  of  ail  language  translators,  and 
particularly  the  assumptions  that  have  been  made 
regarding  the  execution  environment  of  user  pro¬ 
grams.  IS  essential  on  all  four  types  of  computing 
systems. 

Assembly  languages  and  the  processors  for  them 
impose  a  particularly  difficult  problem  because  of 
the  manifold  opportunities  for  the  user  to  create 
seemingly  safe  instruction  sequences  that,  in  turn, 
construct  executable  instruction  sequences  desigried 
to  disrupt  service  or  to  by-pa.ss  security  controls  in 
the  ofierating  system  Little  more  can  be  said  about 
language  processors  or  utility  programs  except  to 
require  that  they  be  thoroughly  tested  by  the  user 
agency  for  correct  operation  and  for  detection  and 
rejection  of  incorrect  sequences  of  instructions  or 


other  errors.  As  recommended  earlier  with  respect 
to  hardware,  language  processors  should  provide  to 
the  maximum  extent  possible  known  responses  for 
various  error  conditions. 

Comment:  This  discussion  applies  only  to  the  struc¬ 
ture  of  the  software  components.  Additional  safe¬ 
guards  against  misuse  of  the  software  or  malfunction 
by  it  can  be  incorporated  with  appropriate  procedural 
controls.  Examination  of  the  software  is  really  an 
aspect  of  certification  and  it  is  conceivable  that,  be¬ 
cause  of  the  technical  expertise  implied,  examination 
testing  of  software  can  most  efficiently  be  done  by 

certifying  group. 

Supervisor  Program 

The  detailed  structure  of  the  Supervisor  for  a  re¬ 
source-sharing  computer  system  is  a  function  of  the 
hardware  configuration  and  of  the  type  of  service 
provided  by  the  system  to  its  users.  Because  of  the 
variety  of  Supervisors  and  the  fact  that  most  re¬ 
source-sharing  systems  are  delivered  by  the  manu¬ 
facturer  with  a  Supervisor,  it  is  difficult  to  specify 
requirements  in  detail.  In  general,  however,  the  soft¬ 
ware  design  should  be  clean,  in  the  sense  that  it  is 
as  modular  as  possible.  There  are  some  aspects  to 
Supervisor  design  that  are  sufficiently  important  to 
qualify  as  requirements. 

It  is  recommended  that  Supervisors  designed  for 
a  resource-sharing  system  include  the  following  fea¬ 
tures; 

1.  As  much  of  the  Supervisor  as  possible  must 
run  in  the  user  state  las  opposed  to  the  supervisor 
state);  each  part  of  the  Supervisor  should  have  only 
as  much  freedom  of  the  machine  as  it  needs  to  do  its 
job.  This  should  provide  the  Supervisor  more  protec¬ 
tion  than  is  given  to  user  programs  against  faulty 
programming  or  machine  errors.  Supervisor  func¬ 
tions  should  be  separated  into  individual,  self-con¬ 
tained  modules  with  explicit  communication’  be¬ 
tween  modules.  Each  module  must  be  fully  described 


’For  example,  we  would  diacourage  writing  a  subroutine  that 
on  Its  own  initiative  reaches  into  another  subroutine  Tor  informa¬ 
tion  without  the  knowledge  of  the  second  one.  We  would  insist 
tliat  some  communication  require  that  the  first  module  ask  infor¬ 
mation  from  the  second,  and  that  the  exchange  take  place  in  an 
information-exchange  area  within  neither 
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with  flowcharts  to  assist  in  its  security  analysis  * 

2.  The  Supervisor  must  assure,  to  the  extent 
technically  feasible,  that  no  classified  information 
can  remain  as  program-accessible  residue  in  either 
primary  or  secondary  storage.  This  includes  all 
forms  of  secondary  storage  (magnetic  drums,  mag¬ 
netic  discs,  magnetic  tapes),  as  well  as  the  primary 
core  store  and  all  registers.  One  technique  is  to  have 
the  Supervisor  erase  any  segment  of  primary  (core) 
storage  before  making  that  segment  available  to  an¬ 
other  program. 

Comment:  For  systems  with  sufficiently  small 
amounts  of  secondary  storage,  the  requirement  to 
erase  before  reuse  will  not  be  burdensome,  but  sys¬ 
tems  with  voluminous  secondary  storage  will  suffer 
in  terms  of  efficiency.  A  possibility  for  handling  the 
situation  (which,  however,  may  be  costly  in  terms  of 
system  efficiency)  is  as  follows.  If  the  user  program 
requires  some  temporary  secondary  storage,  the 
Supervisor  can  keep  track  of  how  much  of  the  store  is 
assigned,  and  also  of  how  much  information  has  ac¬ 
tually  been  transferred  into  secondary  storage.  Subse¬ 
quent  read-out  of  such  information  by  the  user  pro¬ 
gram  will  be  restricted  by  the  Supervisor  to  only  that 
volume  that  has  been  written.  This  procedure  can  be 
applied  to  so-called  scratch  tapes  or  disc  space.  It 
should  he  noted,  however,  that  tapes,  drums,  or  discs 
controlled  in  this  fashion  must  be  classified  and  pro¬ 
tected  appropriately  for  the  highest  level  of  classifica 
tion  of  the  information  written  on  them  until  erased 
by  an  acceptable  method.  Any  arrangement  that  gua¬ 
rantees  that  a  user  program  cannot  read  secondary 
storage  beyond  material  that  it  wrote  originally 
avoids  unnecessary  erasure  of  secondary  storage,  and 
also  unnecessary  computer-erasure  of  the  informa¬ 
tion.  This  ussue  us  one  which  requires  attention  in 
future  machine  designs;  features  such  as  bulk-eras¬ 
ure  of  magnetic  discs  will  be  valuable  in  maintaining 
system  efficiency. 

3.  The  Supervisor  must  have  provision  for  bring¬ 
ing  the  computing  system  into  operational  status  in 
an  orderly  manner  There  also  must  be  provision  for 
orderly  shutdown  of  the  system  (including  such  fea- 

•For  an  example  of  this  type  of  design  and  the  lev*-!  of  docu- 
menUitiun  renuir»“d.  see  the  software  maintenance  documenta 
tion  for  the  (iK  62?)  (ihX'OS  III  time-sharinK  system 


tures  as  automatic  logging  out  of  users  and  access 
closure  to  all  files  of  classified  information).  Further¬ 
more,  it  must  be  possible  for  system  personnel,  work¬ 
ing  at  a  control  console,  to  pre-empt  selected  users  or 
to  deny  access  to  a  given  user  or  terminal  (e.g.,  if  an 
attempt  to  access  the  system  with  improper  authori¬ 
zation  has  been  detected). 

4.  The  Supervisor  must  have  a  certified  capabil¬ 
ity  to  control  access  to  files.  This  point  is  so  critical 
that  it  is  treated  separately  below. 

Summary  Comment:  The  detailed  design  of  the 
Supervisor  and  the  protective  safeguards  that  it  con¬ 
tains  and  that  are  afforded  it  are  vital  to  adequate 
security  control.  Since  commercially  designed  Super¬ 
visors  and  operating  systems  have  not  included 
security  control,  it  is  to  be  expected  that  the  average 
commercial  software  will  not  provide  the  standards, 
conventions,  and  capabilities  required.  A  number  of 
potential  design  guidelines  are  suggested  here. 

The  Multics  timesharing  software’’  utilizes  the  con¬ 
cept  of  concentric  circles  of protection.  The  most  sensi¬ 
tive  part  of  the  Supervisor  (sensitive  in  the  sense  that 
penetration  of  it  will  open  the  machine  completely  to 
the  user)  is  conceptually  at  the  innermost  circle.  Sur¬ 
rounding  it  in  successive  rings  are  decreasingly  sensi¬ 
tive  parts  of  the  Supervisor.  A  user  program  seeking 
access  to  some  portion  of  the  Supervisor  must  specifi¬ 
cally  thread  its  way  through  the  concentric  rings  un¬ 
til  it  reaches  the  desired  portion.  Thus,  there  is  no 
direct  route  from  a  user  program  to,  for  example,  the 
file-access  control  mechanism. 

In  the  case  where  the  Supervisor  is  responsible  for 
data  segregation,  it  must  check  the  authority  of  ter¬ 
minals  that  originate  traffic,  must  properly  label  (in¬ 
ternally)  all  traffic,  must  label  all  tasks  whose  execu¬ 
tion  is  required  in  order  to  service  a  user  request,  must 
keep  track  of  all  tasks  and  of  the  programs  that  exe¬ 
cute  them,  must  validate  the  security  markings  (in¬ 
cluding  .security  flags)  on  all  tasks  and  control  access 
to  files  on  the  basis  of  the  markings,  and  must  vali¬ 
date  (by  reference  to  internal  tables  or  files)  the  au- 

'V  A  VyivsoLslty,  F  J  ('orbato,  and  R  M  Graham,  "Structure 
of  the  Multics  Supervisor."  AFIPS  Conference  Proceeding’s,  \'ol 
27.  Fart  1,  Spartan  Boolcs.  Wa.shinKton,  DC.  1965,  pp  20,3-212; 
also  K  M  Graham.  "I’rotJ-ction  in  an  Information  Processing 
Utility."  CommunicoUons  of  the  ACM.  V'ol  11,  No  5,  May  1968, 
pp  .36.5-,369 
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thority  of  a  remote  location  to  receive  output  informa¬ 
tion  with  a  given  security  marking  or  flag. 

The  system  programs  that  collectively  form  the 
Supervisor  must  not  be  allowed  to  execute  with  com¬ 
plete  freedom  of  the  machine.  Ideally,  such  system 
programs  should  execute  only  in  the  system's  user 
state,  otherwise,  these  programs  should  execute  with 
as  many  restrictions  as  possible.  Only  the  minimum 
number  of  system  programs  should  be  allowed  to  exe¬ 
cute  without  any  restriction.  Relaxation  of  this 
philosophy  in  order  to  facilitate  execution  of  a  system 
program  can  lead  to  a  .serious  weakness  in  security. 

An  essential  aspect  of  access  control  is  the  security 
flag  that  identifies  the  classificaiion  level  of  the  pro¬ 
gram.  the  data,  the  terminal,  ana  the  user.  The  basic 
philosophy  of  a  program  executing  in  the  user  state  is 
that  it  IS  able  to  pnx-ess  anything  that  it  has  availa¬ 
ble  within  the  region  of  core  memory  (or  logical  ad¬ 
dress  space  >  assigned  to  it.  Thus,  satisfactory  security 
control  depends  upon  careful  monitoring  and  control 
of  what  a  user  program  brings  within  its  memory 
region  (physical  or  logical).  Specifically,  it  must  not 
be  allowed  to  bring  security  flags  into  its  region.  If  an 
unusual  program  has  the  privilege  of  writing  outside 
Its  core  region,  it  can  in  principle  modify  security 
flags.  Obviously,  such  programs  must  be  carefully  de¬ 
signed  and  must  be  faultless. 

Since  system  programs  are  very  sensitive  with  respect 
to  security  controls,  they  must  he  carefully  debugged 
before  becoming  resident  in  the  permanent  program 
library  .  Those  of  particularly  high  sensitivity,  such 
as  routines  for  controlling  access  to  classified  files, 
must  he  given  extraordinary  attention  during  the 
debugging  phase. 

It  IS  desirable  that  system  programs  which  have 
unusually  broad  capabilities  (such  as  being  able  to 
access  all  permanent  files  in  secondary  storage  or  in 
temporary  working  stores!  be  programmed  so  as  to 
print  console  messages  notifying  the  System  Opera¬ 
tors  of  the  specific  privileges  being  extended;  before 
prtK-eeding  to  implement  such  privileges,  the  system 
should  require  explicit  permission.  All  such  events 
should  he  loggeti  automatically,  together  with  the 
operator's  response  and.  when  deemed  necessary,  the 
concurrence  of  the  System  Security  Officer.  This  re¬ 
striction  IS  a  double  check  to  prevent  unauthorued 
execution  of  hnxid -capability  programs  with  mali¬ 
cious  intent. 


IV.  ACCESS  CONTROL 
THROUGHOUT  THE  SYSTEM 

In  a  resource-sharing  computer  system,  access  to 
the  system  itself  and  access  to  the  information  (files 
and  programs)  contained  in  the  system  must  be  sepa¬ 
rately  controlled.  If  the  resource-sharing  system  is  a 
multiprogrammed  computer  operating  with  only  lo¬ 
cal  (as  opposed  to  remote)  access,  operations  person¬ 
nel  can  visually  identify  an  individual  before  grant¬ 
ing  him  access  to  the  system.  Furthermore,  the  oper¬ 
ations  people  can  perform  whatever  verification  pro¬ 
cedure  is  necessary  before  releasing  particular  files 
or  programs  to  that  user.  Alternatively,  if  such  user 
information  as  authentication  words  or  access  proto¬ 
cols  must  be  protected  when  in  punchcard  form,  an 
arrangement  can  be  made  to  have  the  card  deck  read 
under  the  visual  surveillance  of  its  owner,  and  im¬ 
mediately  returned  to  him.  For  remote  batch  and 
resource-sharing  computer  systems,  such  functions 
must  be  performed  by  security-controlling  mech¬ 
anisms  in  the  system  software  and  hardware. 

User  Access 

In  a  terminal-oriented  system,  a  user  must  an¬ 
nounce  himself  to  the  system  through  a  log-on  pro¬ 
cedure  that  requires  standard  identification  and  ac¬ 
counting  information,  and  a  specific  user  authentica¬ 
tion  step  so  that  the  computer  system  can  verify  the 
identity  of  the  individual  at  the  terminal.  For  sys¬ 
tems  that  have  p)oint-to-point  jjermanent  and  pro¬ 
tected  communication  links,  physical  control  ol' ac¬ 
cess  to  a  terminal  may  be  used  in  lieu  of  authentica¬ 
tion  In  this  case,  responsibility  for  authentication  is 
transferred  to  the  administrative  jurisdiction  which 
has  cognizance  over  the  terminal.  For  systems  that 
utilize  dial-up  communication  links,  or  in  which 
physical  access  control  is  undesirable,  a  password 
scheme  or  its  equivalent  must  be  used  to  provide 
authentication. 

Authentication  words  or  techniques  must  be  clas¬ 
sified  and  protected  by  the  user  in  accordance  with 
the  highest  level  of  information  to  which  it  permits 
him  access.  Authentication  words  or  techniques 
must  be  obtained  from  an  approved  source,  or,  alter¬ 
natively,  must  be  generated  and  distributed  under 
the  cognizance  of  the  System  Security  Officer  by  ap¬ 
proved  techniques.  Specifically,  a  user  cannot  gener- 
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ate  his  own  passwords.  Depending  on  the  sensitivity 
of  information  or  operating  conditions  Ccircuit  noise, 
interruptions,  etc.)  contained  within  a  system,  a  user 
may  be  required  to  reauthenticate  himself  from  time 
to  time  during  a  single  terminal  session.  Authentica¬ 
tion  words  must  be  changed  as  frequently  as  pre¬ 
scribed  by  the  approved  issuing  source. 

Provided  that  techniques  approved  by  the  appro¬ 
priate  cognizant  agency  are  used,  the  resource-shar¬ 
ing  system  can  itself  be  utilized  to  generate  authenti¬ 
cation  words,  provided  the  output  is  available  only  at 
a  designated  terminal  and  that  the  procedure  is  car¬ 
ried  out  under  the  cognizance  of  the  System  Security 
Officer 

The  Supervisor  software  must  be  so  constructed 
that  user  identification  and  authentication  word 
lists  can  be  maintained  as  part  of  the  normal  opera¬ 
tion  of  the  system  from  the  terminal  designated  for 
the  System  Security  Officer  who  has  sole  responsibil¬ 
ity  for  such  lists. 

Information  Access 

The  fact  that  a  user  is  granted  access  to  a  system 
does  not  imply  authorization  to  access  classified  files 
of  data  and  programs  contained  in  that  system.  For 
example,  he  may  be  authorized  to  perform  only  on¬ 
line  computation,  but  not  on-line  file  processing. 
Before  a  user  is  given  access  to  a  classified  file,  the 
user's  clearance  level,  need-to-know,  and  access 
privileges  must  be  checked  against  the  access  res¬ 
trictions  of  that  file.  If  information  from  this  file  is 
to  be  delivered  to  the  user’s  terminal  or  to  a  terminal 
designated  by  him,  the  status  of  the  designated  ter¬ 
minal  must  also  be  verified.  To  do  this,  the  computer 
system  must  have  an  internal  catalog  of  user  clear¬ 
ance  levels  and  access  privileges,  as  well  as  a  catalog 
of  the  characteristics  of  all  terminals  connected  to 
the  system.  Each  file  must  be  marked  with  any  clear¬ 
ance,  need-to-know,  or  other  restrictions  on  its  use. 
Finally,  there  must  be  an  explicit  and  separate  capa¬ 
bility  to  update  such  an  internal  catalog.  If  the  re¬ 
sponsibility  for  maintaining  this  catalog  is  divided 
among  several  people,  each  must  be  restricted  to 
only  that  part  of  it  for  which  he  is  responsible. 

Comment:  The  Appendix  describes  a  system  for  im¬ 
plementing  a  file-access  control  mechanism.  It  also 
discusses  a  scheme  whereby  the  System  Security 
Officer  can  describe  O  the  computing  system  that  part 


of  the  total  security  structure  with  which  his  system 
must  deal,  as  well  as  a  means  for  inserting  security 
parameters  into  the  system. 

In  addition  to  the  security  reasons  for  controlling 
access  to  files,  it  is  necessary  also  to  control  access  so 
that  unauthorized  changes  cannot  be  made,  particu¬ 
larly  if  the  file  management  responsibility  is  assigned 
exclusnely  to  some  individual  or  group — e.g.,  the 
Office  of  Primary  Responsibility.  For  example,  even 
though  a  given  user  might  qualify  for  access  to  a 
particular  file  in  terms  of  proper  clearance  and  need- 
to-know.  he  might  be  granted  access  to  read  it  but 
denied  the  right  to  change  the  file  because  this  privi¬ 
lege  IS  reserved  to  a  designated  file  manager.  Thus,  in 
part,  security  control  and  file  integrity  overlap.  Both 
features  are  essential,  and  common  software  can  con¬ 
veniently  accommodate  both.^ 

Denial  of  Access 

A  user  must  not  be  able  to  acquire  information 
about  the  security  controls  or  the  files  when  access 
is  denied  him  for  any  reason.  Assuming  inadvert¬ 
ence  on  the  part  of  the  user,  the  system  should  assist 
him  in  identifying  his  mistakes  or  procedural  errors. 
However,  the  system  logs  should  record  all  unsuc¬ 
cessful  attempts  to  access  classified  files. 

Comment:  The  point  of  this  prohibition  is  to  guard 
against  acquiring  incidental  information  by  brow¬ 
sing.  Thus,  an  improper  access  request  must  result  in 
some  innocuous  reply,  such  as,  "File  not  found.  ” 
However,  the  restriction  that  the  system  not  reveal 
the  existence  of  a  file  creates  a  potentially  awkward 
situation  because  the  user  might  inadvertently  create 
a  file  (perhaps  public  and  unclassified)  with  the  same 
name  as  one  whose  existence  is  unknown  to  him. 
Since  different  files  of  the  same  name  are  unaccepta¬ 
ble  in  a  system,  the  system  must  (1)  inform  the  user 
that  his  proposed  name  is  unacceptable  (without  giv¬ 
ing  a  reason).  (2)  prefix  all  file  names  with  a  user- 
unique  code  to  guarantee  dissimilarity  of  names,  or 
(3)  use  some  pseudo  random  process  to  automatically 
generate  file  names. 


•For  example,  see  R  C  Daley  and  P  G  Neumann,  "A  Gener¬ 
al-Purpose  File  System  for  Secondary  StoraKe,”  AFIPS  (hnfer- 
enre  Pnx-efdings.  Vol  27,  Part  1,  Spartan  Books,  Washington, 
DC,  1965,  pp  213-229 
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Maintenance  Access 

Because  systems  are  vulnerable  to  security 
threats  posed  by  operations  and  maintenance  per¬ 
sonnel,  it  is  strongly  recommended  that  for  systems 
handling  extremely  sensitive  information  all  soft¬ 
ware  and  hardware  maintenance  be  performed  as  a 
joint  action  of  two  or  more  persons.  In  particular, 
on  line  debugging  of  the  Supervisor  software  is  ex¬ 
pressly  prohibited  except  when  ( 1 1  all  on-line  storage 
devices  containing  classified  files  not  needed  in  the 
pt*rformance  of  the  maintenance  are  physically  or 
electrically  disconnected,  and  (2)  only  fully-cleared 
maintenance  personnel  have  access  to  the  system. 

In  order  to  maintain  good  security  control,  it  is 
recommended  that  modification  of  installed  system 
software  currently  in  operation  be  done  from  specifi¬ 
cally  designated  terminals;  that  system  software 
maintenance  personnel  be  assigned  unique  access 
privileges,  including  authentication  words  to  permit 
them  access  to  test  files,  system  functions,  etc.;  and 
that  all  actions  from  such  specially  privileged  con¬ 
soles  be  under  the  continuous,  positive  control  of  a 
resfsmsible  individual  who  maintains  a  written  log 
of  the  console  use,  including  positive  identification  of 
the  individuals  using  it.  Such  special  hand-main¬ 
tained  logs  should  be  in  addition  to  the  automatic 
logging  performed  by  the  system. 

Kile  ('lassification  Determination 

The  system  can  and  should  be  designed  to  assist 
the  user  in  determining  the  appropriate  classifica¬ 
tion  and  applicable  caveats  for  each  new  file.  In 
many  cases,  this  can  be  determined  algorithmically 
by  the  computer  through  a  consideration  of  the  clas¬ 
sifications  and  caveats  of  all  files  referenced,  pro¬ 
grams  utilized  to  create  the  files,  and  inputs.’  In 
other  cases,  it  can  only  be  determined  by  the  user. 
Whenever  a  user  is  notified  by  the  system  that,  based 
on  internal  information,  it  has  assigned  a  tentative 
cla.ssification  status  for  a  newly  created  file,  he  must 
indicate  that  he  has  verified  and  accepts  this  status 
or  desires  to  change  it  If  a  user  chooses  to  change 
the  classification,  either  raising  or  lo  vering  it,  or  to 
add  or  remove  caveats,  the  system  should  record  the 
transaction  in  its  log  and  specially  note  it  for  review 

th»‘  ApfM*ndix  (or  ono  such  schemt* 


by  the  System  Security  Officer.  In  either  ctise,  the 
user’s  action  must  be  recorded  in  the  system  log.  If 
the  classification  has  been  lowered  or  caveats  have 
been  removed,  the  file  must  not  be  released  to  other 
users  before  the  System  Security  Officer  has  verified 
that  the  new  status  is  correct.  In  some  operational 
situations,  it  may  be  prudent  to  limit  downgrading 
authorization  to  only  those  users  who  are  entitled  to 
write  into  a  file. 

When  a  new  file  is  created  by  combining  informa¬ 
tion  from  existing  files  and  adding  interpretations  of 
the  combined  results,  it  is  conceivable  that  a  purely 
algorithmically  determined  maximum  classification 
and  caveats  may  exceed  the  user’s  access  privileges. 
In  such  a  case,  the  access  control  mechanism  must 
be  designed  to  withhold  the  information  from  the 
user  and  to  bring  the  situation  to  the  attention  of  the 
System  Security  Officer. 

Comment:  The  reason  for  requiring  the  user  to 
confirm  or  modify  the  computer-determined  status, 
rather  than  permitting  the  user  to  specify  his  own,  is 
that  he  may  not  be  aware  of  the  totality  of  all  file 
classifications  and  caceats  that  he  has  referenced; 
thus,  he  would  be  unaware  of  the  classification  status 
of  the  composite  information.  Classification  of  a  large 
collection  of  classified  documentary  information  al¬ 
ways  requires  extensive  manual  analysis  and  evalw„- 
tion;  a  corresponding  action  on  large  computer  files 
would  be  unreasonable. 

Input/Oiitput  Limitation 

It  is  recommended  that  software  traps  be  incor¬ 
porated  to  detect  any  input  or  output  information 
identified  by  a  security  flag  that  exceeds  that  author¬ 
ized  for  either  the  user,  his  terminal,  or  any  file 
specified  in  his  job.  Such  a  condition  must  immedi¬ 
ately  suspend  service  to  the  terminal,  notify  the  Sys¬ 
tem  Security  Officer,  and  record  the  event  in  the 
system  log. 

Comment:  This  implies  that  all  input/output  oper¬ 
ations  are  buffered  through  a  storage  area  assigned  to 
the  SupervLsor  on  the  way  to  or  from  a  user  program. 
For  example,  information  from  a  terminal  must  be 
moved  into  buffered  storage,  its  .security  flag  detected 
and  compared  with  the  user  privileges,  and  then  it 
must  he  moved  again  into  the  user  program  area. 

Typically,  the  Supervisor  is  designed  to  receive 
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remote  input  information  only  from  the  terminal 
that  originates  the  job  and,  correspondingly,  to  out¬ 
put  information  only  at  that  terminal  If  operational 
requirements  dicta»e  otherwise,  the  Supervisor  must 
be  so  designed  that  it  can  identify  and  authenticate 
terminals  and  users  other  than  the  originating  one 
and  with  which  information  will  be  exchanged 

Job  Ser-urity  Interaction 

As  a  user’s  job  actually  runs  in  the  computer,  it 
will  carry  a  security  flag  that  initially  is  determined 
f  rom  the  security  flags  of  the  user  and  of  the  termi¬ 
nal  from  which  he  works  unless  the  user  specifically 
designates  otherwise  at  the  beginning  of  the  job.  In 
either  case,  as  the  job  unfolds,  the  security  flag  may 
have  to  be  modified  automatically  by  the  system  to 
reflect  the  security  flags  of  files  of  information  or  files 
of  other  programs  that  are  used.  The  job  flag  need 
not  be  limited  by  the  terminal  flag  P'or  example,  an 
individual  cleared  for  Top  Secret  might  run  an  en¬ 
tirely  Top  Secret  job  through  a  Secret  terminal  if 
there  is  to  be-  no  Top  Secret  input  or  output  through 
the  terminal;  the  output,  for  example,  might  be  di- 
rectt*d  to  a  Top  Secret  printer.  A  situation  such  as 
this  might  be  common  for  remotely  initiated  batch 
ofH-rations,  and  no  deception  is  indicated  since  the 
user  is  cleared  for  the  job  even  though  his  terminal 
is  not  The  basic  point  is  that  the  security  flag  of  the 
user  IS  the  absolute  limit  on  his  access  privileges, 
unless  the  program  in  question  has  been  certified  to 
have  access  to  higher  security  flags  but  to  produce 
information  that  does  not  exceed  the  flag  of  the  user. 

The  access  control  limitation  just  outlined  can  be 
represented  as  shown  in  Fig.  4.  It  is  read:  user  (de¬ 
vice)  flag  should  be  greater  than  or  equal  to  (  >  )  the 
input  (job,  output)  flag. 

It  may  prove  too  difficult  in  a  specific  case  to  cer¬ 
tify  that  a  program  can  access  highly  classified  infor¬ 
mation  but  produce  results  of  a  lower  level.  If  so,  it 
IS  strongly  recommended  that  a  user’s  job  never  be 
allowed  to  access  information — either  data  or  pro¬ 
grams — whose  security  flag  exceeds  that  of  the  user. 
Since  parts  of  the  Supervisor  will  run  in  the  user 
state  as  a  user  program,  access  in  such  a  case  to 
accounting  and  control  files  must  be  excluded  from 
the  restriction. 

In  principle,  the  following  items  can  each  carry  a 
security  flag:  user,  terminal,  job  program,  job  data. 


file  data,  input,  and  output.  The  question  of  which 
jobs  a  user  can  run  in  each  possible  circumstance  can 
become  very  complex.  Unfortunately,  the  Supervi¬ 
sor  will  have  to  determine  user  privileges  algorith¬ 
mically;  it  cannot  exert  judgment.  Thus,  the  issue 
must  be  examined  carefully  in  each  operational  en¬ 
vironment,  with  appropriate  rules  formulated  to 
match  user  needs  and  security  restrictions  of  the 
installation. 

Comment:  A  program  might  be  intrinsically  clas¬ 
sified  because  it  implements  classified  algorithms, 
and.  thus,  its  classification  establishes  a  lower  bound 
when  it  runs  as  part  of  a  job.  On  tht  other  hand,  a 
classified  program  might  access  data  more  highly 
classified,  and.  hence,  the  job  classification  can  ex¬ 
ceed  that  of  the  program  that  is  executing. 

Multilevel  Utilization 

It  is  possible  to  demonstrate  that  many  resource¬ 
sharing  computer  systems  may  be  safe  from  direct 
user  attacks  from  terminals  by  proving  that  a  par¬ 
ticular  hardware/software  component  is  effective  in 
blocking  attacks  of  various  kinds.  However,  there  is 
the  recurring  question  of  the  risk  of  inadvertent  dis¬ 
closure  of  classified  information  through  software, 
hardware,  or  a  combination  of  failures;  in  such  a 
case,  it  would  be  necessary  to  prove  that  a  single 
failure  or  a  combination  of  failures  cannot  occur. 
Since  a  complete  proof  of  protection  is  not  within  the 
present  state  of  the  art,  particularly  for  existing 
computer  systems,  it  is  recommended  that  the  sys¬ 
tem  designer  estimate  the  probability  of  occurrence 
of  a  single  failure  or  the  combination  of  failures  that 
could  result  in  a  disclosure  of  classified  information. 
Based  on  this  information,  the  Responsible  Au¬ 
thority  can  determine  whether  the  risk  probability 
is  acceptable  or  not.  If  the  decision  is  that  the  risk  is 
too  great,  a  segregated  mode  of  operation  should  be 
used,  and  the  system  certification  made  accordingly. 

A  system  functioning  n  a  segregated  mode  re¬ 
quires  that  all  users  are  cleared  to  a  specified  level, 
all  terminals  are  physically  protected  to  that  level, 
and  all  communication  lines  are  secure  to  that  level. 
If,  within  any  level  of  classification,  special  caveat 
information  is  introduced,  a  new  determination 
must  be  made  as  to  whether  the  risk  and  conse¬ 
quences  of  exposure  of  the  special  caveat  informa¬ 
tion  to  cleared  but  not  authorized  persons  operating 
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within  the  system  warrants  segregated  operation  of 
the  entire  system  at  the  special  caveat  level.  If  the 
classification  level  at  which  the  system  is  certified  to 
function  hierarchically  subsumes  other  levels  of 
classification,  then  authorized  users  of  the  system 
may  execute  programs  of  such  lower  levels  of  classifi¬ 
cation  However,  if  the  scheduled  mode  for  the  sys¬ 
tem  establishes  a  level  of  classification  which  is 
mutually  exclusive  of  other  levels,  the  users  are  re¬ 
stricted  to  programs  chissified  at  the  current  mode  of 
the  system  Fig  ^  illustrates  these  relations. 

The  concept  of  segregated  operational  modes  re¬ 
quires  that  users  of  various  clearance  levels  be  sche¬ 
duled  separately  In  addition,  special  controls  are 
needed  to  assure  that  highly  classified  or  caveated 
material  does  not  become  accessible  when  a  lower- 
level  cla.ssification  or  differently  caveated  mode  be¬ 
gins  o[H-rati()n  The  precise  procedures  and  mech¬ 
anisms  necessary  to  change  the  operational  status  of 
a  system  must  be  tailored  to  the  precise  hardware/- 
software  configuration  The  following  steps  are  rep¬ 
resentative  of  the  procedures  necessary  to  maintain 
segregation  when  system  status  changes. 

<ai  When  file  information  is  permanently  resi¬ 
dent  in  the  system  (e  g.,  on  disc  files  or  mass 
storage  devices i,  the  information  must  be  pro¬ 
tected  by  di.sconnecting  such  devices  (by  cer¬ 
tified  electronic  switching,  unplugging  cables, 
or  manual  opt'ration  of  switches'  if  the  cleissifi- 
cation  or  sfK'cial-access  categories  of  the  file 
information  are  such  that  the  file  must  not 
iH'corne  accessible  to  unauthorized  users  un¬ 
der  any  circumstances. 

ibi  Before  a  file  device  is  made  available  to  users 
with  mure  restricted  access  privileges  than 
those  who  have  b«‘en  using  it,  it  must  be  sanit¬ 
ized  land  ch»‘ckedi  by  approved  procedures  of 
any  cla.ssified  information  more  highly  clas¬ 
sified  or  restricted  in  access  than  appropriate 
to  the  new  mode  of  operation. 

(cl  Kach  u.ser  must  be  notifit*d  of  any  change  in 
the  o[H-rational  status  of  the  system,  whether 
scheduled  or  not  This  notification  should  be 
transmitted  prior  to  the  change  to  all  active 
terminals  that  will  be  able  to  access  the  sys¬ 
tem  m  Its  new  mode  of  operation  However,  a 
terminal  not  authorized  to  access  the  system 
in  the  new  mode  should  not  be  given  any  in¬ 


formation  about  the  specific  classification 
status  of  the  new  mode.  A  change  in  the  mode 
of  operation  must  be  accomplished  by  recess¬ 
ing  or  logging  off,  as  appropriate,  all  active 
users  and  forcing  a  new  log-on  procedure,  in¬ 
cluding  authentication,  for  the  new  level. 

A  change  in  the  operational  status  of  the  sys¬ 
tem  will  obviously  inconvenience  users.  While 
some  will  be  required  to  terminate  their  work 
completely,  all  will  be  required  to  momen¬ 
tarily  suspend  operation  until  the  change  in 
status  and  the  new  log-on  have  been  accom¬ 
plished.  To  the  maximum  extent  possible,  the 
procedures  for  changing  the  status  of  the  ma¬ 
chine  should  be  designed  with  user  conven¬ 
ience  in  mind. 

(d)  Since  the  operational  clearance  status  of  the 
system  can  change  in  a  segregated  style  of 
operation,  any  user  who  is  granted  access  to 
the  system  must  be  informed  by  the  system  of 
its  current  status. 

(el  When  initiating  a  new  operational  mode,  ter¬ 
minals  in  work  areas  not  cleared  to  receive 
the  information  at  the  forthcoming  level  of 
operation  must  be  disconnected  from  com¬ 
munication  links  with  the  computer  (fiy  cer¬ 
tified  electronic  switching,  unplugging,  or 
manual  opt'ration  of  switches). 

(fi  When  initiating  a  new  operational  mode,  any 
special  software  relevant  to  the  new  mode 
must  replace  that  of  the  previous  mode. 

ig)  In  the  event  of  a  failure  in  the  Supervisor 
software  or  in  the  hardware  resulting  in  an 
operational  malfunction,  the  system  must  be 
restarted  at  the  appropriate  clearance  level 
by  an  approved  restart  procedure  as  a  part  of 
returning  it  to  operational  status  in  the  same 
mode."  Depending  upon  the  nature  ofthe  mal¬ 
function,  it  may  be  necessary  to  verify  the 
security  flags  of  on-line  data  files  in  order  to 
a.ssure  that  the  malfunction  did  not  affect 
them. 

The  recommendations  above  indicate  in  a  gen¬ 
eral  way  what  is  ri'quired;  additional  issues,  such  as 
the  fid  lowing,  must  be  considered. 

(a  I  Indicator  lights  visible  to  the  operator  may  be 
I) 
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needed  so  that  the  status  of  on-line  file  media 
IS  readily  discernible. 

(hi  The  disabling  of  read  heads  of  magnetic  disc 
devices  may  be  required. 

Id  Appropriate  key  locks  may  be  needed  so  that 
an  operator  is  assured  that  certain  actions 
have  been  taken;  the  action  of  these  locks 
must  be  electrically  reported  - 

(d)  Checklists  are  helpful  to  assure  that  system 
operating  personnel  methodically  verify  each 
step  of  the  process. 

(e)  Storage  of  such  classified  material  as  punch- 
cards,  printed  paper,  magnetic  tapes,  etc , 
must  be  provided. 

If)  Printers  or  punchcard  e<iuipment  must  be  sa¬ 
nitized  by  running  out  blank  paper  or  blank 
cards,  ribbons  must  be  changed  or  protected 

igi  Positive  control  procedures  should  be  used  to 
assure  that  magnetic  tapes  or  magnetic  disc 
packs  containing  classified  information  of  one 
level  of  classification  or  special  category  are 
not  accidentally  used  at  some  other  inappro¬ 
priate  level. 

(hi  There  must  be  detailed  instructions  to  the 
system  operating  personnel  for  each  mode, 
relative  to  such  things  as  console  actions,  on¬ 
line  file  status,  memory-clear  procedures, 
mode  shut  down,  mode  initiation,  message  in¬ 
sertion  via  the  console  typewriter,  etc 

(ii  There  must  be  continuous  surveillance  of  the 
operations  area  by  fully  cleared  personnel 

It  is  not  possible  to  consider  explicitly  all  the 
changes  that  must  take  place  in  a  computer  system 
for  a  change  in  operational  clearance  level.  In  gen¬ 
eral,  the  recommendations  given  parallel  practices 
common  in  existing  .security  doctrine  At  a  particu¬ 
lar  installation,  the  System  Security  Officer  will  be 
aware  ofthe  levels  ofclassification  and  special  access 
categories  in  his  system,  and  must  be  able  to  formu¬ 
late  the  detailed  procedures  for  shifting  the  opera¬ 
tional  mode  ofthe  system  from  one  to  another 


\ .  COMMIMCATION  LIN  KS 

Any  communication  line  that  pa.sses  classified  in 
formation  b4*tween  a  terminal  and  the  central  com¬ 
puter  faciliiy  or  Ix'tween  computer  systems  must  be 


protected  in  accordance  with  Government-approved 
communication  security  methods.  They  may  include 
provision  of  approved  secure  cable  between  the  ter¬ 
minal  and  the  central  location,  or  of  approved  cryp¬ 
tographic  equipment.  Intelligent  deception  of  the 
link  li.e.,  spoofing!  must  not  be  possible. 

Kmergency  Communication  Arrangements 

There  may  be  an  operational  requirement  to 
maintain  continuity  of  service  to  a  remote  user  in 
spile  of  communication  circuit  failure  If  so,  there 
must  be  emergency  provisions  and  procedures  for 
establishing  alternate  channels  to  remote  locations, 
and  such  actions  must  be  accomplished  by  properly 
cleared  and  authorized  individuals,  in  accordance 
with  established  operating  procedures  for  secure 
communications. 

High-Risk  .Areas 

If  the  resource-sharing  computer  system  operates 
in  an  environment  wherein  there  is  a  reasonable 
probability  of  one  or  more  terminals  being  captured, 
then  it  is  essential  to  employ  the  technique  of  crypto¬ 
graphic  isolation  li.e.,  use  of  a  unique  key  for  each 
terminal!.  In  the  event  of  capture,  this  confines  the 
operational  and  information  ioss  to  the  captured  ter¬ 
minal,  and  prevents  the  captor  from  intruding  on 
other  communication  links  in  the  system  and  inter¬ 
cepting  classified  information  intended  for  other  ter¬ 
minals 


VI.  TKR.\II\AL.S 

Terminal  Protection 

Any  terminal  through  which  a  user  can  gain  ac¬ 
cess  to  classified  information  in  the  central  comput¬ 
ing  facility  must  be  physically  protected  in  accord¬ 
ance  with  the  highest  classification  of  information 
proces-sed  through  the  terminal  Furthermore,  if 
protection  rt'quirements  are  sp<*cified  for  any  crypto¬ 
graphic  equipment  collcKated  with  the  terminal,  the 
physical  protection  must  be  in  accordance  with  th<“ 
prot«*ction  requirements  s[X“cified  for  that  crypto¬ 
graphic  etjuipment  In  addition,  if  the  system  is 
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closed,  the  protection  must  be  consistent  with  that 
specified  for  the  overall  system 

To  guard  against  the  covert  emplacement  of  ille¬ 
gal  intelligence  sensors  or  recorders,  terminal 
maintenance  personnel  must  be  cleared  for  the  high¬ 
est  level  of  classified  information  handled  at  the  ter¬ 
minal,  or  the  terminal  maintenance  must  be  per¬ 
formed  under  surveillance  of  an  appropriately 
cleared  and  technically  knowledgeable  person 

Terminal  Identification 

Because  present  security  doctrine  depends 
heavily  upon  identification,  it  is  necessary  that  a 
remote-access,  resource-sharing  system  require  posi¬ 
tive  identification  of  each  terminal  with  which  it 
communicates,  and  that  the  system  be  able  to  inter¬ 
rogate  a  terminal  for  its  identification  at  any  time 

Ciimmenl  Terminal  identification  is  particularly 
important  when  a  computing  system  is  being  brought 
into  operational  status  initially,  or  when  it  is  being 
recertified  as  a  secure  configuration.  This  recommen¬ 
dation  also  applies  to  all  remote  equipment,  such  as 
other  computers. 

If  remote  terminals  are  connected  into  the  central 
processor  via  a  dial  up  connection  rather  than  perma¬ 
nent  hard  wire,  this  requirement  for  terminal  iden 
tification  may  require  a  separate  authentication 
method  despite  the  use  of  cryptographic  equipment  on 
the  circuit.  This  recommendation  will  also  apply  to 
the  situation  in  which  a  user  at  a  terminal  connected 
to  one  system  wishes  to  access  a  second  system  In 
some  systerns  it  may  he  permissible  for  the  user  to 
authenticate  himself  to  his  own  system,  which  then 
passes  the  authentication  to  the  second  system  via 
their  mutually  authenticated  and  protected  com¬ 
munication  link  In  other  cases,  a  unique  arrange¬ 
ment  may  he  necessary  to  enter  the  second  system. 


MI.  CKRTIFICATION 

(’ertifying  that  a  resource-sharing  computer  sys¬ 
tem  IS  secure  represents  a  very  difficult  issue.  It  in¬ 
volves  an  examination  of  the  safeguards — hardware, 
software,  procedural,  administrative — that  have 
be<‘n  provided,  and,  ideally,  a  quantitative  estimate 
of  the  probability  of  inadvertent  disclosure  of  clas¬ 


sified  information.  It  is  almost  impossible  to  identify 
and  protect  against  all  possible  failure  modes  of  a 
system. 

Design  certification  is  the  process  of  measuring, 
testing,  and  evaluating  the  probable  effectiveness 
under  operating  conditions  of  the  security  control 
features  of  a  stable  system — i.e.,  one  whose  software 
and  hardware  have  been  completed.  In  order  to 
make  the  meeisuring  process  meaningful,  the 
security  protection  designed  into  a  system  must  be 
quantified  to  the  maximum  extent  possible.  It  is 
strongly  recommended  that  design  certification  be 
performed  by  a  group  other  than  that  responsible  for 
the  design,  construction,  or  maintenance  of  an  oper¬ 
ational  system.  A  suggested  procedure  is  given  be¬ 
low: 

lai  Identify  all  hardware  elements*  such  as  regis¬ 
ters,  base  address  registers,  counters,  etc.) 
that  provide  or  are  depended  upon  for  direct 
operation  of  a  security  control  function.  Iden¬ 
tify  all  system  software  features,  barriers,  and 
components  that  have  a  security  control  func¬ 
tion  For  each  of  these  determine: 

( 1 1  Its  logic; 

i2i  Hardware  failures  that  will  cause  incor¬ 
rect  operation  and  any  inherent  checks 
that  are  intended  to  detect  such  failures — 
e  g.,  a  parity  check  on  register-to-register 
transfer; 

i,3t  The  probability  of  failure  of  the  hard¬ 
ware  upon  which  a  security  control  de¬ 
pends; 

•  41  Possible  software  checks  on  the  consist¬ 

ency  of  its  operations  and  the  accuracy  of 
parameters,  addresses,  etc.,  used  by  the 
function, 

•  5)  Combinations  of  data  (parameters,  ta¬ 

bles,  etc. I  that  will  result  in  incorrect  op¬ 
eration; 

•6)  Its  dependence  on  other  functions  for  its 
own  operation; 

•  7»  The  probable  effect  of  its  failure; 

•  Ht  Specific  tests — either  software  or  elec¬ 

tronic —  that  can  be  made  to  determine 
if  the  function  really  works  as  specified 
•  b»  Based  on  the  determination  of  these  factors 
and  test  results,  make  an  overall  estimate  of 
the  probability  of  failure  of  the  total  function 
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<ci  Based  on  the  probability  of  failure  of  each 
security  function,  estimate  the  overall  proba¬ 
bility  of  a  system  security  failure  that  would 
result  in  a  compromise  of  classified  informa¬ 
tion  or  an  illegal  entry  into  the  system 

The  matter  of  overall  equipment  configuration 
becomes  especially  important  in  large  systems  con¬ 
taining  many  computers,  either  collocated  or  geo¬ 
graphically  distributed  The  overall  hardware  confi¬ 
guration  must  be  examined  in  order  to  establish  the 
consequences  to  the  security  controls  of  a  total  or 
partial  loss  of  a  major  component  in  the  system.  For 
example,  if  the  control^-,  for  a  group  of  magnetic 
discs  were  to  fail,  it  is  necessary  to  determine 
whether  a  crucial  segment  of  the  software  would  be 
made  unavailable  for  security  control.  Whenever 
possible,  security  controls  should  be  designed  so  that 
failure  of  a  portion  of  the  system  does  not  invalidate 
or  weaken  the  controls  in  the  balance  of  the  system 
remaining  operational.  Conversely,  the  design 
should  permit  rapid  and  simple  physical  disconnec¬ 
tion  of  an  inoperative  portion  of  the  system.  Follow¬ 
ing  are  some  other  points  that  should  be  considered 

lai  It  the  failed  component  (such  as  a  magnetic 
drum,  a  section  of  core,  or  a  second  computer! 
contains  information  required  for  security 
control  and  not  available  elsewhere  in  the  sys¬ 
tem,  the  entire  system  must  shut  down  or  op¬ 
erate  in  a  degraded  mode  The  decision  should 
be  made  jointly  by  the  System  Security  Officer 
and  the  System  Administrator 

'b'  The  loss  of  some  components  may  so  seriously 
affect  the  operational  performance  and  ac¬ 
curacy  of  the  remainder  of  the  system  that  it 
should  be  shut  down  for  that  reason,  even 
though  significant  security  controls  continue 
to  function 

(Cl  [yoss  of  communciation  between  elements  of 
the  system  may  force  it  to  be  shut  down  if  data 
critical  to  security  control  in  the  system  can¬ 
not  be  transferred 

id  I  If  the  Supervisor  software  is  designed  to 
monitor  the  operating  status  of  each  remote 
station  before  sending  information  to  it,  the 
loss  of  a  remote  station  is  not  a  security 
threat,  although  such  incidents  must  be  re¬ 
ported  to  the  System  Security  Officer 


(el  Lx)ss  of  an  operator  console  may  require  that 
the  associated  computer  must  be  shut  off  if  it 
cannot  be  properly  controlled,  or  if  alternate 
locations  for  operator  control  are  not  availa¬ 
ble 

At  the  time  of  installation  certification,  the  ad¬ 
ministrative  and  procedural  environment  in  which 
the  system  is  to  function  must  be  examined  to  verify 
that  it  supfxirts  the  controls  present  in  the  hard¬ 
ware  software  complex,  and  that  it  provides  the  ad¬ 
ditional  controls  on  the  people,  paper,  magnetic 
tapes,  etc.,  of  the  system  Also  at  installation  certifi¬ 
cation,  the  communications  arrangement  must  be 
verified  to  be  secure,  the  level  of  spurious  emana¬ 
tions  must  be  demonstrated  to  be  acceptable,  physi¬ 
cal  protection  must  be  shown  to  be  adequate,  and  all 
controls  over  remote  equipment  (physical,  person¬ 
nel,  emanation  I  must  be  verified 

Complete  certification  should  be  performed 
before  changing  a  closed  system  into  an  open  system 
even  though  it  may  be  operated  in  a  segregated 
mode,  as  previously  described,  when  processing 
highly  sensitive  information.  After  a  system  has 
been  certified,  all  changes  to  the  system  must  be 
similarly  examined  before  being  incorporated.  Such 
an  examination  is  required  whether  the  changes 
originate  with  the  user-agency  or  with  either  the 
hardware  or  software  vendors 

After  the  general  reliability  of  a  system  has  been 
established  by  operating  successfully  for  a  rea.sona- 
ble  length  of  time,  a  limited  recertification  process 
should  be  performed  at  appropriate  intervals,  con¬ 
sisting  only  of  tests  and  inspections  intended  to  re¬ 
veal  changes  surreptitiously  made  in  the  system,  ot¬ 
to  detect  inadvertent  changes  made  in  the  system 
during  maintenance,  or  to  validate  the  continuing 
performance  of  system  security  controls. 


Audit  Trails 

The  audit-trail  technique  can  be  used  to  verify 
that  a  system  is  operating  correctly  and,  more  im¬ 
portantly,  that  it  is  being  used  properly.  For  pur¬ 
poses  of  monitoring  security  controls,  it  is  recom¬ 
mended  that  the  system  contain  software  that  au¬ 
tomatically  records  (with  date  and  timei  at  least  the 
following; 
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(a)  All  user  log-ons  and  log-ofTs,  including  each 
user's  name,  identification,  and  terminal; 
ibi  All  maintenance  log-ons  and  log-ofTs  for 
whatever  purpose,  including  the  names  of 
maintenance  personnel,  the  nature  of  the 
maintenance,  and  any  files  accessed; 

Id  All  operator-initiated  functions,  including 
his  name  and  the  function  (from  the  point  of 
view  of  the  logs,  the  operator  should  be 
treated  as  a  useri, 

•  di  Each  attempt  by  a  user  or  his  program  to  ac¬ 
cess  files  or  programs  for  which  he  is  not  au¬ 
thorized,  including  his  name,  terminal,  and 
an  identihcation  of  his  program; 

•el  All  program-abort  incidents,  including  the 
name  of  the  program,  the  user,  terminal,  and 
time  of  abort; 

ifl  Any  special  usage  of  the  system — e.g.,  gener¬ 
ation  of  passwords,  changing  of  the  classifica¬ 
tion,  or  modifying  security  parameters;  a  re¬ 
cord  of  the  type  of  transaction,  including  the 
authority  or  person  under  whose  cognizance 
the  usage  is  conducted,  and  the  terminal  used; 
igi  (jroups  of  output  operations  that  the  system 
performs  at  the  request  of  a  user,  including 
those  which  he  directs  to  be  sent  to  a  terminal 
other  than  the  one  from  which  the  request 
was  made,  including  identification  of  the  file 
accessed  and  a  measure  of  the  amount  of  in¬ 
formation  read  out  from  the  file,  and  the  re¬ 
questing  and  receiving  terminals.  Similar  in¬ 
formation  should  be  logged  for  all  input  oper¬ 
ations  that  create  or  destroy  files  or  instruc¬ 
tions,  or  that  change  file  classifications  or 
security  parameters. 

To  the  extent  deemed  necessary  by  the  System 
Security  Officer,  the  log  records  must  contain  suffi¬ 
cient  detail  to  permit  reconstruction  of  events  that 
indicate  an  unsuccessful  attempt  to  penetrate  the 
system  or  that  clearly  resulted  in  a  compromise  of 
information  or  a  security  violation  For  example,  re- 
pt‘att>d  unsuccessful  attempts  to  gain  access  to  the 
system  soffware  or  to  a  file  should  be  promptly  re¬ 
ported  by  the  Supervisor  software  in  order  to  alert 
system  operations  personnel  and.  if  necessary,  the 
System  Security  Officer  The  audit  trails  should  ena¬ 
ble  security  investigation  personnel  to  identify  the 
terminal  involved,  the  user,  the  target  file  or  pro¬ 


gram,  and  the  system  reaction.  In  general,  the  log 
should  be  complete  enough  to  permit  the  System 
Security  Officer  to  monitor  system  performance  on  a 
real-time  or  periodic  basis,  as  needed.  The  data  col¬ 
lected  by  the  system  log  can  also  be  aggregated  at 
intervals  to  provide  performance  statistics  that  indi¬ 
cate  the  efficacy  of  existing  security  safeguards,  and 
to  develop  new  or  improved  procedures  and  controls. 

Comment:  If  a  system  contains  unusually  sensitive 
information  or  must  operate  in  an  unusually  hostile 
environment,  more  extensiiv  automatic  logging  of 
system  activity  may  be  desirable.  Furthermore,  in 
some  cases  the  presence  of  special  machine  instruc¬ 
tions  whose  execution  might  modify  or  by-pass 
security  controls,  or  the  existence  of  an  unusual  confi¬ 
guration,  etc.,  might  require  logging  of  additional 
activity — e.g.,  any  use  of  a  diagnostic  instruction  that 
can  lead  to  subsequent  errors  because  of  change-of- 
mode  in  the  machine. 

Supplementary  manual  logs  kept  by  the  opera¬ 
tors  to  record  such  events  as  the  following  may  be 
usefu'. 

•  a)  Machine  faults,  failures  of  internal  checks, 
power  losses,  environmental  malfunctions; 

(b)  Restarts  of  the  system,  including  details  of 
the  loading  of  system  software  and  by  whom, 
checking  or  verification  of  files,  manual  oper¬ 
ations  taken,  etc.; 

ic)  All  changes  to  the  Supervisor,  the  program 
library,  or  any  system  files  made  by  way  of  the 
operator  console; 

Id)  Each  running  of  unusually  privileged  system 
programs  and  by  whom; 

•el  Each  instance  of  hardware  or  software 
maintenance,  by  whom,  and  for  what  purpose. 

Comment:  A  system  will  also  log  much  information 
for  purposes  of  accounting  for  resources  assigned  to 
users,  for  scheduling  events  and  users  in  the  system, 
for  allocating  charges  to  users  and  to  accounts,  etc. 
Such  information  may  also  be  useful  for  monitoring 
the  security  controls.  Since  a  large  volume  of  infor¬ 
mation  will  be  available  through  the  i<arious  logs,  it 
IS  clear  that  special  data  reduction  programs,  eient- 
correlation  programs,  and  data-summary  programs 
will  he  required  by  the  System  Security  Officer. 
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Self  Surveillance 

As  a  means  of  verifying  the  continued  correct  op¬ 
eration  of  the  se-curity  safeguards  in  a  resource-shar¬ 
ing  computing  system,  a  system  self-inspection  and 
testing  program  must  be  inserted  into  the  system 
with  the  status  of  a  user  program.  The  function  of 
this  program  is  to  verify  that  the  hardware  and  soft¬ 
ware  safeguards  are  operative.  At  a  minimum,  the 
testing  program  should  attempt  to  violate  security 
controls,  and  should  verify  that  the  correct  response 
was  received  in  all  cases  The  security  testing  pro¬ 
gram  must  communicate  with  the  computer  system 
by  directing  its  information  through  a  turnaround 
channel  H  e  ,  one  that  leaves  the  central  processor 
proper,  traverses  a  channel  controller,  turns  around, 
and  re-entersi  in  order  to  verify  the  integrity  of  the 
channel  controllers  as  well. 

If  the  test  program  succeeds  in  any  attempt  to 
violate  either  a  hardware  or  software  safeguard,  the 
system  shall  immediately  enter  a  unique  (degraded i 
operating  mode,  in  which  it  withholds  all  informa¬ 
tion  from  the  user  community  until  the  situation  has 
been  as.sessed  and  appropriate  action  taken  (see  Part 
B,  pp  14-25i 

Security  N'iolation  and  .Auto-Testing 

If  a  user  program  violates  any  security  controls 
while  running  operationally  (i.e.,  not  during  debug¬ 
ging!,  the  program  must  be  immediately  suspended 
and  the  System  Security  Officer  notified.  Appropri¬ 
ate  remedial  action  must  be  taken  and  verified 
before  the  program  is  returned  to  operational  status 

II  the  violation  occurs  during  on-line  debugging 
of  application  programs,  and  the  program  has  not 
acces.sed  files  of  sensitive  information,  it  is  sufficient 
to  notify  the  u.ser.  alert  the  System  Security  Officer, 
and  record  the  event  in  the  system  log,  while  allow¬ 
ing  the  program  to  continue  after  the  user  acknowl¬ 
edges  the  event  and  responds  with  any  appropriate 
remedial  action  In  any  such  conflict  between  a  user 
program  and  security  controls,  but  especially  in  the 
ca.se  of  an  optm  system,  it  may  be  advisable  to  inter¬ 
rupt  all  system  op<*ration.s  at  the  fn-st  feasible  oppor¬ 
tunity  and  run  a  security  testing  program  to  verify 
correct  functioning  of  all  .sc-curity  controls 

Comnirnt  This  stlualion  is  a  delicate  one  in  that  it 
reflects  a  compromise  between  user  cnncenier.ce  and 
security  of  information  .4  complete  abort  could  leave 


the  user  in  an  awkward  position  from  which  it  may 
be  difficult  to  restart  his  program  or  recover  any  com¬ 
pleted  work.  Similarly,  it  is  an  inconvenience  to  other 
users  to  be  interrupted  even  briefly  in  order  to  recer¬ 
tify  the  system.  Obviously,  the  seriousness  of  the  vio¬ 
lation  and  the  potential  security  risk  are  matters  that 
the  System  Security  Officer  is  responsible  for  judging. 


VUI.  OPK.N  KWTRONME.NT 
CONSIDKR.ATIO.N’S 

As  stated  earlier,  it  is  simpler  to  create  a  secure 
system  in  a  closed  environment  than  an  open  one, 
largely  because  of  inadequacies  in  the  present  state 
of  technology.  The  foregoing  recommendations  pre¬ 
sent  techniques  and  methods  relevant  to  protecting 
information  in  an  open  environment,  but  which  may 
not  assure  security  in  such  a  situation.  A  few  com¬ 
ments  are  in  order  on  the  practicability  of  reducing 
the  degree  of  openness  as  a  means  of  coping  with  the 
security  problem.  The  system  can  be  closed  to  un¬ 
cleared  users  when  classified  information  is  resi¬ 
dent;  this  is  a  simple  and  possible  course  of  action. 
However,  it  may  be  impractical  because  the  work¬ 
load  and  population  of  users  in  many  installations 
will  be  such  that  a  single  computer  system  is  re¬ 
quired  to  economically  serve  both  cleared  and  un¬ 
cleared  users. 

On  the  other  hand,  it  might  also  be  true  that  the 
volume  of  classified  and  the  volume  of  unclassified 
work  are  such  that  an  economic  solution  might  be  a 
separate  machine  for  each  part  of  the  workload  A 
mcxlification  of  this  approach  is  to  .schedule  a  system 
to  operate  alternately  in  uncleared  and  cla.ssified 
modes,  with  appropriate  operational  procedures  to 
sanitize  the  system  and  to  certify  it  between  modes. 
All  information  within  the  system  might  be  ren¬ 
dered  uncla.ssified.  which  implies  that  internal  en¬ 
cryption  is  used  P'inally,  it  might  be  possible  to  find 
sj)ecial  configurations  of  hardware  that  could  be  cer¬ 
tified  .secu;  <'  even  in  an  open  environment — e  g.,  du¬ 
plex  redun.'<-.  i’  orocessors  and  input  output  con¬ 
trols  with  ni  ■  lagement  of  the  system  and  of  the 
security  controls  vested  completely  in  a  third  and 
independent  machine  With  respect  to  internal  en¬ 
cryption,  it  should  b<‘  noted  that  the  principal  threat 
countered  is  recovery  of  informat  ion  The  threats  of 
system  denial  or  intelligent  deception  must  be  coun- 
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t«red  by  other  controls.  A  possible  benefit  of  internal 
encryption  may  be  that  it  reduces  the  scope  of  sys¬ 
tem  certification  to  more  manageable  proportions.  A 
possible  drawback  is  the  possibility  of  a  malfunction 
in  the  encryption  device  permanently  "freezing”  the 
information  in  an  encrypted,  impenetrable  state. 

Internal  encryption  could  be  applied  not  only  to 
the  primary  magnetic  core  storage,  but  also  to  sec¬ 
ondary  file  storage.  All  programs  and  all  data  resi¬ 
dent  in  core  storage  could  be  in  encrypted  form  and 
decrypted  only  as  they  pass  from  storage  to  the  proc¬ 
essing  unit  for  execution.  As  information  is  returned 
from  the  processing  unit  to  storage,  it  would  be  re¬ 
encrypted.  Incorporation  of  this  technique  into  a  sys¬ 
tem  would  protect  against  unauthorized  access  to 
data  resident  in  primary  storage  In  addition,  infor¬ 
mation  in  secondary  storage  could  be  protected  by  an 
encrypting  mechanism  connected  directly  to  the  en¬ 
crypted  primary  storage  in  such  a  way  that  informa¬ 
tion  could  be  transferred  from  primary  to  secondary 
storage  without  an  intermediate  plain-text  stage  oc¬ 
curring  The  purpose  of  securing  secondary  storage 
m  this  fashion  is  to  protect  against  physical  access  to 
storage  devices.  On  the  other  hand,  encryption  of 
secondary  storage  greatly  complicates  the  file  man¬ 
agement  problem 

IX.  KKSKARCII  NKEDKD 

In  addition  to  continuing  research  into  internal 
encryption  devices,  as  mentioned  above,  other  re¬ 
search  requirements  include  special  hardware  confi¬ 
gurations  to  maintain  absolute  segregation  between 
uncleared  and  other  users,  special  software  for  such 
configurations,  automatic  recertification  procedures 
to  be  used  by  the  system  itself  between  configuration 
changes,  comprehensive  automatic  monitors  (hard¬ 
ware  and  softwarel  for  security  controls,  more  relia¬ 
ble  selfche''king  hardware  architectures,  me¬ 
thodology  for  identifying  failure  modes  and  accurate 
prediction  of  failure  probabilities,  and  new  machine 
architectures  whose  security  controls  minimally 
affect  the  efficiency  or  cost  of  the  system. 

X.  OV  ERALL  SYSTEM  PROBLEMS 

Security  control  in  a  computer  system,  especially 
a  resource-sharing  one,  is  a  system-design  problem. 


and  solutions  to  it  must  be  based  on  a  system  point 
of  view.  A  number  of  problems  covered  in  the  preced¬ 
ing  discussions  are  brought  together  here  briefly  be¬ 
cause  of  their  importance  to  the  system  as  a  whole. 

Redundancy 

(liven  the  present  state  of  computer  hardware 
and  software  technology,  we  can  expect  that  even 
the  best  designed  systems  will  have  relatively  fre¬ 
quent  malfunctions.  While  system  designers  can  be 
very  ingenious  in  attempting  to  arrange  safeguards 
so  that  malfunctions  do  not  result  in  serious  conse¬ 
quences,  nonetheless,  given  the  present  lack  of  ex¬ 
perience  with  computer  systems  that  contain 
security  safeguards,  it  is  strongly  recommended  that 
redundancy  be  incorporated  throughout  the  system 
safeguards  Redundancy  might  take  such  forms  as 
duplicate  software  residing  in  different  parts  of  the 
memory;  software  checks  that  verify  hardware 
checks,  and  vice  versa;  selfchecking  hardware  ar¬ 
rangements;  error-detecting  or  error-correcting  in¬ 
formation  representations;  duplication  of  procedu¬ 
ral  checks;  error-correcting  internal  catalogs  and 
security  Hags;  or  audit  processes  that  monitor  the 
performance  of  both  software  and  hardware  func¬ 
tions. 

A  particular  point  to  note  is  that  the  absence  of 
a  parity  check  in  the  memory  or  in  information 
transfers  can  jjermit  errors  which  pierturb,  disable, 
or  mislead  security  controls.  In  the  absence  of  parity 
checks  throughout  the  machine  configuration, 
equivalent  error-detecting  procedures  must  be  incor¬ 
porated  into  the  software. 

(.'ertificalion 

As  system  designers  and  system  operators  ac¬ 
quire  insight  into  the  behavior  of  resource-sharing 
configurations,  new  and  revised  certification  tests 
will  have  to  be  developied  to  check  one  or  another 
aspect  of  system  behavior.  Certification  is  a  continu¬ 
ing  process.  It  is  the  experience  of  designers  of  multi¬ 
access,  resource-sharing  systems  that  even  with  the 
best  and  most  ingenious  designs,  users  of  a  system 
find  ways  of  chaining  together  actions  that  were  not 
foreseen  by  the  designers  and  which,  in  many  cases, 
lead  to  undesirable  or  disastrous  consequences. 
Therefore,  in  order  to  establish  confidence  in  the 
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sfcurily  controls,  the  certification  procedure  must 
include  a  pfuise  that  delibc-ratel y  attempts  to  pene¬ 
trate  our  best  desi^Lns,  and  that  is  conducted  by  tech¬ 
nically  com(H‘tent  individuals  not  part  of’ the  design 
c'roup  or  of  the  ojieratinj'  aj'ency,  and  not  adminis¬ 
tratively  resfxjnsible  to  either 

Dehut't'itit;  and  Testing 

During:  debu^'KitiK  of  a  new  program  or  testing  of 
a  program  with  new  data,  the  likelihood  of  an  error 
is  much  greater  It  is  inappropriate  to  le'  y  security 
violations  against  a  user  for  security  errors  occur¬ 
ring  during  a  debugging  phase,  but  it  is  dangerous  to 
risk  having  an  agent  conceal  his  activities  as  debug¬ 
ging  errors  Possibilities  for  dealing  with  the  prob¬ 
lem  include  requiring  the  user  to  state  his  intention 
to  be  in  a  debugging  mode  and  .o  h.Tve  this  fact  noted 
'and  possibly  authenticated  to  the  system)  by  the 
System  S«‘curity  Officer,  requiring  all  debugging  to 
op*'rate  through  a  certified  interpreter;  requiring  all 
debugging  of  programs  to  operate  on  dummy  and 
unclassified  data:  reflecting  all  errors  and  violations 
of  security  control  back  to  the  user  with  an  enforced 
delay  before  he  can  resume  work 

System  (.'omponent  Isolation 

Kach  system  component — individual  u.ser,  opera¬ 
tor,  maintenance  person,  etc  — must  be  isolated  from 
all  other  components  of  the  system  to  the  maximum 
practicable  degree,  except  as  needed  to  do  its  job 
Strict  adherence  to  the  principle  of  isolation  is  neces¬ 
sary  in  order  to  avoid  undesirable  or  unpredictable 
side  effit'ts  in  case  of  failure  or  malfunction  of  a 
particular  item  in  the  system 

Fault  Detection 

System  design  must  be  such  that  faults — mal¬ 
functions  of  either  the  equipment  or  the  Supervisor 
software— are  readily  detectable  I'he  damage  re¬ 
sulting  from  a  fault  depends  upon  the  importance  of 
the  faulting  element  to  the  security  control  struc¬ 
ture  and  the  length  of  time  that  the  fault  goes  un- 
detect(*d  and  unremedied  Intermittent  faults  may 
go  undetected  because  of  error<orrecting  proce¬ 
dures  in  the  system,  or  because  the  system  may  au¬ 
tomatically  repeat  a  faulting  operation  Faults  in 


the  Supervisor  tend  to  be  subtle  and  not  immedi¬ 
ately  detectable;  as  a  general  principle,  it  is  desirable 
to  design  the  Supervisor  so  that  faults  result  in  gross 
misbi-havior,  thus  facilitating  detection  However,  in 
practice,  this  principle  is  difficult  to  apply  be  cause  of 
the  complexity  of  the  Supervisor  software  and  be- 
cau.se  only  after-the--fact  operational  experience  will 
indicate  the  general  manner  in  which  a  given  soft¬ 
ware  design  faults. 

Ooss-checkiiij' 

Where  possible,  security  controls  should  be  de¬ 
signed  to  cross-che*ck  each  other;  e  g.,  operator  input 
actions  should  be  recorded  automatically  in  the  log, 
which  is  transmitted  to  the  System  Security  Officer, 
thus  minimizing  the  opportunity  for  an  operator  to 
take  any  undetecte^d  hostile  action.  Also,  to  the  max¬ 
imum  extent  po.ssible,  cherks  between  .security  con¬ 
trols  should  cross  system  components;  e.g.,  manual 
actions  should  be  checked  by  equipment  records, 
soflware  checks  of  hardware  should  not  depend  on 
the  hardware  being  che^cke^d. 

Gradation 

In  principle,  the  number,  type,  and  depth  of 
security  controls  in  a  system  should  depend  on  the 
sensitivity  of  the  information  in  the  system,  on  the 
cla.ss  of  users  being  served,  on  the  geographical  dis¬ 
tribution  of  the  system,  on  the  nature  of  the  .service 
that  the  system  provides  its  users,  and  on  the  opera¬ 
tional  situation  that  the  system  supports.  In  several 
places,  it  has  been  suggested  that  detailed  decisions 
must  be  made  by  the  System  Security  Officer,  by  the 
user-agency,  or  through  a  consideration  of  the  sen¬ 
sitivity  of  the  information  and  classification  levels 
involved.  The  cost  of  providing  security  controls  may 
turn  out  to  be  substantially  independent  of  the  fac¬ 
tors  noted  above,  or  it  may  strongly  depend  on  them. 
Thus,  positive  statements  about  gradation  of 
security  controls  await  the  design,  implementation, 
and  operational  exp'‘rience  with  a  few  such  systems. 
Kxamples  of  features  who.se  presence,  frequency  of 
opt*ration,  completeness  of  checking,  etc.,  might  be 
subji*ct  to  gradation  are: 

•  The  variety  and  amount  of  information  re¬ 
corded  in  the  system  logs  for  audit  purposes; 
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•  The  manner  in  which  user  debugging  and 
testing  of  programs  is  handled; 

•  The  periodicity  and  completeness  of  the  in 
ternal  self-testing  program; 

•  The  frequency  with  which  users  must  au¬ 
thenticate  themselves; 

•  The  amount  of  redundancy  in  the  security- 
controls; 

•  The  number  of  events  reported  to  the  System 
Security  Officer  for  his  attention; 

•  The  depth  of  operational  control  exerted  by 
the  System  Security  Officer; 

•  The  frequency  of  recertification  procedures; 

•  The  internal  events  that  are  rep-irted  as 
security  violations; 

•  The  frequency  with  which  authentication 
words  must  be  changed. 

L'scr  Convenience 

At  several  places  it  has  been  indicated  that  the 
system  must  be  designed  to  aid  the  user  or  to  behave 
in  a  way  helpful  and  convenient  to  him.  This  point 
must  not  be  taken  lightly  User  convenience  is  an 
important  aspect  of  achieving  security  control  be¬ 
cause  it  determines  whether  or  not  users  tend  to  find 


ways  to  get  around,  ignore,  or  subvert  controls. 

C'entrali/.ation  of  N'ulnerability 

('are  must  be  exercised  not  to  create  inadvert¬ 
ently  a  system  weakness  by  centralizing  too  much 
resixinsibility  in  one  individual.  For  example,  the 
System  Security  Officer  oversees  all  the  protective 
features  of  the  system,  as  well  as  controlling  its  oper¬ 
ational  security  status.  Thus,  he  has  broad  and  criti¬ 
cal  powers,  and  bt^comes  a  potential  target  for  subv¬ 
ersion.  Appropriate  administrative  and  procedural 
safii'guards,  plus  division  of  responsibility  and  power 
in  the  System  Security  Office,  will  be  required  to 
offset  such  a  threat. 

Positive  Alarms 

A  computer  system  can  malfunction  in  ways  that 
are  not  readily  noticeable  to  its  ope  irs,  thus,  it  is 
conceivable  that  security  controls  c..r,  also  malfunc¬ 
tion  or  fail  without  noticeaf  le  evidence.  All  security 
controls  must  be  implemented  in  sue'  a  way  that 
failure  or  malfunction  is  positively  and  unambigu¬ 
ously  transmitted,  preferably  in  a  redundant  fash¬ 
ion,  to  the  System  Security  Officer. 
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Part  D 

MANAGEMENT  AND  ADMINISTRATIVE  CONTROL 


In  addition  to  overall  policy  guidance  and  to  tech¬ 
nical  methods,  there  must  be  an  effective  set  of  man¬ 
agement  and  administrative  controls  and  proce¬ 
dures  governing  the  flow  of  information  to  and  from 
the  computer  system  and  ever  the  movement  and 
actions  within  the  system  environment  of  people  and 
movable  components  (e.g.,  demountable  magnetic 
tapes  and  discs,  print-outs).  An  essential  aspect  of 
effective  control  is  standardization  of  activities  and 
the  need  for  standards  throughout  the  system.  Their 
presence  will  make  attempts  to  subvert  the  system 
much  more  visible  and  detectable. 

Comment:  The  importance  of  standards  is  a  subtle 
philosophical  point.  They  are  effective  in  many  ways: 
with  rigidly  prescribed  procedures,  operators  will  be 
inhibited  from  taking  shortcuts  that  can  result  in 
leakage;  "game players”  who  wish  to  subvert  the  sys¬ 
tem  to  their  own  ends  will  find  it  much  more  difficult 
in  a  highly  standardized  environment;  records  of  sys¬ 
tem  performance  and  human  activities  will  be  avail¬ 
able  so  that  the  system  can  be  tuned  for  improved 
service;  etc. 

The  discussion  below  presents  typical  procedures 
that  are  required,  and  suggests  some  details  of  each. 
For  each,  it  is  necessary  to  provide  forms  for  record¬ 
ing,  initiating,  and  controlling  events;  definitions 
and  documentation  of  procedures;  checklists  for  aid¬ 
ing  in  the  execution  of  procedures;  training  aids; 
periodic  and  archival  summaries  of  activities;  spe¬ 
cifications  and  limitations  of  personnel  responsibili¬ 
ties;  etc. 

Operational  start-up.  Procedures  must  be  es¬ 
tablished  for  putting  a  resource-sharing  system  into 
operation,  and  must  include  provisions  for  loading  a 


fresh,  certified  copy  of  the  Supervisor  software,  for 
verification  of  its  correct  loading,  for  validation  of 
system  security  checks,  for  inserting  relevant 
security  parameters,  and  for  certification  of  system 
security  status  by  the  System  Security  Ofl^cer. 

Scheduled  shutdown.  The  procedures  for  a 
scheduled  shutdown  of  operations  must  take  account 
of  proper  notification  of  the  System  Security  Officer, 
physical  protection  of  demountable  storage  (tapes, 
discs)  as  required,  orderly  closing  of  internal  files, 
validation  of  the  suspension  of  operation  of  all  termi¬ 
nals,  demounting  of  all  copies  (or  required  parts)  of 
the  Supervisor  software,  erasure  of  any  parts  of  the 
Supervisor  software  remaining  in  working  storage, 
verification  of  erasure  of  the  Supervisor,  disconnec¬ 
tion  of  remote  communication  circuits,  and  physical 
securing  of  the  power  controls. 

Unscheduled  shutdown.  An  unscheduled  shut¬ 
down  must  initiate  procedures  for  immediate  sur¬ 
veillance  and  recording  of  all  indicators  to  help  as¬ 
certain  what  happened;  any  needed  emergency  ac¬ 
tions  in  case  of  fire,  water  hazard,  etc.;  special  sur¬ 
veillance  or  physical  protection  measures  to  guaran¬ 
tee  that  no  demountable  items  are  removed;  immedi¬ 
ate  notification  of  the  System  Security  Officer;  and 
special  security  controls  (for  example,  protecting  all 
printouts,  including  those  at  terminals,  in  accord¬ 
ance  with  protection  rules  for  the  highest  classifica¬ 
tion  handled  in  the  system  until  the  situation  can  be 
resolved). 

Restart  after  unscheduled  shutdown.  If  a 

trouble  condition  has  caused  the  system  to  shut 
down,  it  is  necessary  that  there  be  procedures  to 
handle  restart,  including  the  loading  of  a  new,  cer¬ 
tified  copy  of  the  Supervisor  software,  clearing  the 
internal  state  of  the  equipment  in  order  to  clean  up 
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memory  untidiness  resulting  from  the  shutdown, 
verifying  correct  loading  of  the  Supervisor,  validat¬ 
ing  security  controls  and  security  parameters,  and 
certifying  the  system  security  status  by  the  System 
Security  Officer. 

File  control.  File  control  procedures  include 
those  for  identifying  the  cognizant  agency  of  each 
file,  scheduling  changes  for  files,  modifying  access 
restrictions  of  files,  giving  operators  access  to  de¬ 
mountable  files,  moving  files  into  and  out  of  the  com¬ 
puting  area,  pre-operator  handling  of  files  ( including 
mounting  and  demounting  of  tapes  and  discs),  and 
sanitization  of  files. 

Control  of  magnetic  tapes  and  discs.  These 
procedures  must  account  for  and  control  the  circula¬ 
tion  and  storage  of  tapes  and  discs;  their  use,  reuse, 
and  sanitization;  and  their  classification  markings 
and  entrance  to  and  release  from  the  area. 

Control  of  paper-based  media.  Procedures  for 
punchcards,  forms,  papertape,  and  printouts  must 
cover  their  accountability,  classification  marking, 
storage,  and  entrance  to  and  release  from  the  area. 
Additionally,  manuals,  guides,  and  various  system 
documents  must  be  covered. 

Personnel  control.  Personnel  control  proce¬ 
dures  include  measures  for  verifying  clearances  and 
special-access  authorization  for  personnel  entry  to 
each  area  of  the  system,  visual  surveillance  of  oper¬ 
ating  and  maintenance  areas,  and  logging  and  es¬ 
corting  of  uncleared  visitors.  The  reporting  of  suspi¬ 
cious  behavior  and  security  infractions  is  included 
among  the  personnel  control  procedures. 

Terminal  control.  Various  procedures  are  re¬ 
quired  with  respect  to  the  operation  of  remote  termi¬ 
nals.  These  include  provisions  for  logging  user  entry 
to  the  terminal  area,  removal  of  hardcopy,  proper 
marking  of  hardcopy  not  marked  by  the  system, 
clearing  of  displays,  and  securing  as  required  during 
orderly  shutdown. 

Security  parameter  control.  Procedures  must 
be  provided  for  authorizing  security  parameters  to 
he  entered  into  the  system;  for  verifying  correct  en¬ 
try;  for  changing  them  on  the  basis  of  shift,  day  of 
the  week,  etc.;  for  receiving  and  processing  requests 
to  modify  them;  and  for  actions  to  be  taken  in  case 
of  a  system  emergency  or  an  external  crisis. 

Software  control.  These  include  procedures  for 


rigid  control  and  protection  of  certified  copies  of  the 
Supervisor  and  other  software  bearing  on  system 
security  or  threat  to  the  system,  for  loading  the 
Supervisor,  for  making  changes  to  it,  and  for  verify¬ 
ing  the  changes. 

Maintenance.  All  maintenance  to  be  per¬ 
formed  on  hardware  or  .software  must  be  covered  by 
app/opriate  procedures,  including  measures  for  sur¬ 
veillance  of  maintenance  personnel  by  properly 
cleared  personnel,  for  verifying  with  the  System  Ad¬ 
ministrator  any  adjustments  made  to  the  system’s 
configuration,  and  for  manually  logging  all  changes 
and  adjustments  made  or  errors  discovered. 

Certification.  Certification  procedures  should 
embrace  various  personnel  responsibilities,  tests 
and  inspections  to  be  performed  and  their  conduct, 
the  responsibilities  of  the  System  Security  Officer, 
etc. 

User  aids.  The  production,  distribution,  and 
document  control  of  manuals,  guides,  job  procedure 
write-ups,  etc.,  must  be  covered  by  appropriate 
procedures;  there  must  be  approved  ways  of  conduct¬ 
ing  personnel  training. 

Change  of  mode.  These  procedures  include  the 
provision  of  checklists  for  actions  required  in  chang¬ 
ing  mode,  removal  and  storage  of  paper  media  and 
demountable  files,  physical  and  electronic  surveil¬ 
lance  of  the  machine  area,  purging  of  printers  by 
running  out  the  paper,  purging  of  punchcard  equip¬ 
ment  by  running  out  cards,  removal  or  erasure  of 
Supervisor  software  from  the  previous  mode  and 
proper  verification  thereof,  loading  of  the  Supervisor 
for  the  new  mode  and  proper  verification  thereof, 
clearing  of  all  storage  devices  so  that  residual  infor¬ 
mation  from  the  previous  mode  does  not  carry  for¬ 
ward,  removal  of  print  ribbons  from  printers  and 
terminal  typewriters  for  storage  or  destruction, 
mounting  of  files  for  the  new  mode,  and  certification 
of  the  security  status  of  the  new  mode. 

Assurance  of  security  control.  Security  control 
assurance  includes  procedures  for  reporting  anoma¬ 
lous  behavior  of  the  system  or  security  infractions; 
for  monitoring  security  controls,  including  those  on 
communications;  for  assuring  continuity  of  security 
control;  for  devolution  of  responsibility  in  case  of 
personnel  nonavailability;  and  for  auditing  user  and 
system  behavior. 
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Appendix 

AUTOMATION  OF  A  MULTILEVEL  SECURITY  SYSTEM 


INTRODUCTION 

The  basic  multilevel  security  problem  consists  of 
determining  whether  an  individual  with  a  particu¬ 
lar  clearance  and  need-to-know  can  have  access  to  a 
quantum  of  classified  information  in  a  given  physi¬ 
cal  environment.  While  this  problem  exists  in¬ 
dependently  of  computer  systems,  the  introduction 
of  an  automated  decision  process  requires  a  formal 
specification  of  the  decision  rules  used  to  answer  this 
question.  This  Appendix  addresses  itself  to  one  solu¬ 
tion  to  that  problem,  detailing  a  language  for  defin¬ 
ing  security  clearance  structures,  and  a  system  that, 
given  such  a  definition,  will  automate  it  and  protect 
its  integrity.  This  system  provides  for  the  classifica¬ 
tion  and  protection  of  information  through  a  series 
of  authorization  checks  which  verify  that  an  imjjend- 
ing  user  actior  is  permissible  to  the  user  in  his  cur¬ 
rent  operatiotial  context. 

The  operating  environment  in  which  the 
proposed  system  will  exist  is  not  discussed,  and  will 
certainly  vary  depending  on  the  equipment  configu¬ 
ration  of  the  installation.  It  is  assumed,  though,  that 
the  operating  environment  possess  the  following  fea¬ 
tures: 

•  Integrity  for  both  itself  and  the  security  sys¬ 
tem; 

•  Multiprogramming  and/or  on-line,  interac¬ 
tive  capability; 

•  A  basic  file  system; 

•  Protection  (read,  write,  and  execute)  for  users 
from  each  other; 

•  A  secure  method  of  identifying  and  authen¬ 
ticating  users; 

•  An  interface  with  the  security  system  that 


permits  input/output  for  any  user  only  after 
authorization  by  the  .security  system. 

Since  the  operating  environmcnv  is  not  discussed 
in  further  detail,  the  implemenlation  of  the  security 
system  is  specified  only  at  the  level  of  the  logical 
processing  that  insures  the  integrity  of  the  security 
system.  The  details  of  a  monitoring  system  with 
which  the  System  Security  Officer  can  observe  ac¬ 
tivity  within  the  security  system  are  also  not  treated 
here. 

One  important  implementation  issue  that  is  cov¬ 
ered,  however,  is  the  table-driven  nature  of  the 
security  system,  facilitating  on-line  modification  of 
system  security  parameters  and  minimizing  the 
problem  of  separate  certification  of  the  system  at 
each  installation.  Because  of  the  complexity  of  the 
overall  scheme  for  controlling  access  to  classified  in¬ 
formation,  it  may  be  that  the  full  range  of  security 
control  mechanisms  will  not  be  necessary  at  each 
installation.  Furthermore,  as  a  matter  of  precaution, 
it  would  be  undesirable  to  divulge  unnecessarily  to 
programming  personnel  the  details  of  the  security 
control  methods.  Therefore,  the  approach  has  been 
.0  conceive  a  scheme  in  which  only  the  structure  of 
the  security  control  procedures  need  be  described  to 
progranir.iing  personnel.  The  specific  security 
parameters  should  not  be  available  to  such  program¬ 
mers,  and  must  be  inserted  by  the  local  System 
Security  Officer. 

It  is  proposed  that  a  multi-access,  remote-termi¬ 
nal  computer  system  contain  the  following  informa¬ 
tion: 

•  For  each  user,  a  list  of  certain  parameters 
relevant  to  him; 
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•  For  each  file,  a  list  of  certain  access  parame¬ 
ters  relevant  to  the  information  contained  in 
that  hie; 

•  For  each  terminal  connected  to  the  system,  a 
list  of  certain  parameters  relevant  to  it. 

The  details  of  these  parameters  and  how  they  are 
used  are  developed  below. 

Certain  assumptions  and  definitions  have  been 
made  for  the  purposes  of  this  discussion: 

(a)  The  System  Security  Officer  must  be  aware  of 
the  structure  of  that  portion  of  the  total 
security  system  that  is  of  concern  to  his  instal¬ 
lation. 

(b)  Access  authorizations  must  be  verified  by  ex¬ 
plicit  reference  to  a  name  check,  organization 
check,  other  check,  or  combination  of  checks, 
etc.,  as  may  be  required  by  security  proce¬ 
dures.  This  is  in  addition  to  verification  of  the 
clearance  status  of  the  user  requesting  access 
to  a  given  file. 

(c)  A  clearance  ‘  status  must  be  associated  with 
both  a  user  and  a  terminal;  a  classification  ‘ 
status  must  be  associated  with  a  file  of  infor¬ 
mation. 

(d)  The  word  accesses,  when  used  below  as  part  of 
the  security  structure  language,  is  defined  to 
be  semantically  equivalent  to  permits  access 
to  information  labelled  as. 

(e)  The  phrase  national  clearances  is  taken  to 
mean  the  normal  defense  clearances  of  Top 
Secret,  Secret,  Confidential,  and  Uncleared, 
which  are  hierarchical  in  that  order.  The  na¬ 
tional  clearance  status  of  an  individual  will  be 
taken  as  the  major  parameter  in  controlling 
his  access  to  classified  information. 

(0  If  an  individual  is  authorized  to  have  access 
to  information  of  Type  A  at  one  or  more  na¬ 
tional  clearance  levels,  then  it  is  assumed  that 
he  is  (in  principle)  granted  access  to  Type  A 
information  up  through  the  level  of  his  na¬ 
tional  clearance.  This  is  intended  to  rule  out 
the  following  case,  which  we  believe  is  com¬ 
mon  in  present  manueil  practice.  An  in¬ 
dividual  with  a  national  clearance  of  Top  Se¬ 
cret  is  authorized  access  to  (say)  crypto¬ 
graphic  information  (i.e.,  is  granted  Crypto  ac- 


'These  terms  are  defined  on  p.  12 . 


cess)  only  to  the  Secret  level.  This  is  regarded 
as  an  illegal  use  of  the  cle  arance  control  struc¬ 
ture.  For  the  purposes  of  the  computer  re¬ 
cords,  an  individual  granted  (say)  a  national 
Top  Secret  clearance  and  access  to  informa¬ 
tion  of  Type  A  is  automatically  aiisumed  to  be 
cleared  for  all  Type  A  information  through 
the  Top  Secret  level;  this  does  not  imply,  how¬ 
ever,  that  he  is  automatically  authorized  ac¬ 
cess  to  all  levels  of  Type  A  information.  Thus, 
it  can  be  said  that  a  national  clearance  factors 
or  distributes  over  all  special  information 
types.  The  phrase  Type  A  can  refer  to  a  special 
clearance  system,  a  compartment  or  special 
grouping  that  may  be  within  a  special  clear¬ 
ance  system,  or  any  major  or  minor  segment 
of  any  clearance  system  that  may  have  to  be 
specified. 

Comment:  The  above-mentioned  special  situation 
was  ruled  out  for  two  reasons.  First,  discussion  with 
several  security  officers  indicated  that  it  is,  in  fact,  a 
misuse  of  the  security  system.  Second,  the  inclusion  of 
this  case  would  introduce  a  logical  inconsistency  in 
the  security  control  processing  described  herein, 
thereby  making  it  possible  io  circumvent  the  system. 
While  this  could  be  corrected,  the  cost,  in  terms  of 
computer  processing,  would  be  prohibitively  high, 
and  the  first  reason  makes  it  unnecessary. 

(g)  As  a  consequence  of  the  above,  the  computer 
algorithm  which  matches  the  parameters  of 
the  user  against  the  parameters  of  the  file  to 
be  accessed  will  first  compare  the  user’s  na¬ 
tional  clearance  and  the  file’s  national  classifi¬ 
cation.  If  a  user  is  to  be  granted  access  to  a 
given  file,  then  his  national  clearance  level 
must  equal  or  exceed  the  national  classifica¬ 
tion  level  of  the  file.  Note  that  this  is  a  neces¬ 
sary  but  not  sufficient  condition  for  access. 
Additional  controls,  such  as  code  words,  spe¬ 
cial  access  categories  or  compartments,  etc., 
will  be  regarded  as  controlling  access  to  spe¬ 
cific  information  types  within  the  framework 
of  the  national  clearance  structure. 

(h)  A  dissemination  label  is  regarded  as  an  addi¬ 
tional  means  of  access  control,  and  will  re¬ 
quire  verification  against  the  user’s  status. 
Examples  of  such  labels  are  "No  Foreign  Dis¬ 
semination’’  and  "Not  Releasable  Outside  the 
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Department  of  Defense.” 

(i)  An  information  label  is  regarded  as  not  con¬ 
trolling  access  to  information,  but  rather  giv¬ 
ing  guidance  to  the  user  on  how  the  informa¬ 
tion  may  be  further  disseminated,  controlled, 
utilized,  etc.  Examples  of  such  labels  are 
"Limited  Distribution,”  "Special  Handling 
Required,”  "Downgrading  Group  1.” 

(j)  All  names,  code  words,  etc.,  are  assumed  to  be 
unique. 

COMPUTER  SYSTEM  CATALOGS 

The  computer  system  "/ill  maintain  a  catalog  of 
all  terminals  that  may  be  connected  to  it.  For  each 
terminal,  it  will  maintain  the  following  information; 

(a)  The  highest  classification  level  of  informa¬ 
tion  that  may  be  transmitted  to  or  from  the 
terminal — i.e.,  the  terminal  clearance  level. 

(b)  Special  code  words,  group  names,  or  other 
names  that  modify  the  clearance  level  of  the 
terminal  to  receive  other  classes  of  informa¬ 
tion. 

(c)  A  list  of  the  users  authorized  to  use  the  termi¬ 
nal  (this  may  be  "ALL”). 

(d)  The  electrical  address. 

(e)  The  permanent  identification  number. 

(0  Physical  location,  including  building  loca¬ 
tion,  room  number,  and  the  cognizant  agency. 

(g)  Person  responsible  for  the  terminal  and  (per¬ 
haps)  his  telephone  number. 

The  first  three  items  above  may  be  time  and  date 
dependent;  different  parameters  may  be  specified  for 
different  periods,  such  £is  normal  working  hours, 
holidays,  weekends,  and  night  shifts. 

The  computer  system  will  maintain  a  catalog  of 
all  users  authorized  to  have  access  to  it,  and  for  each 
user  will  maintain  the  following  information: 

(a)  His  national  clearance  level,  its  date  of  expi¬ 
ration,  and  its  granting  agency.  (If  necessary, 
its  date  of  issuance  can  be  included.) 

(b)  Special  code  words  and  groupings  or  other 
words  that  extend  his  access  to  other  classes 
of  information,  and  the  date  of  expiration  of 
each  such  special  name. 

(c)  His  agency  affiliation. 


(d)  His  citizenship. 

(e)  His  agency  assignment(s). 

(f)  His  permanent  identification  number  (Social 
Security  or  other). 

(g)  Special  need-to-know  designators  other  than 
those  explicitly  contained  in  the  first  and 
third  items. 

The  computer  system  will  maintain  the  following 
information  for  each  file: 

(a)  Its  national  classification  level. 

(b)  Sp)ecial  names,  such  as  code  words,  compart¬ 
ment  names  handling  labels,  etc.,  that  serve 
to  control  access  to  the  file. 

(c)  Access  authorization  lists,  including  one  or 
more  of  the  following  as  may  be  required: 

•  Universal  authorization  lists  (i.e..  every¬ 
one  is  authorized  access); 

•  Name  lists; 

•  Group  designator  authorizations  (group 
membership  information  is  maintained  by 
the  system  in  support  of  access  authoriza¬ 
tion  processing); 

•  Specific  exclusions  from  access  autho'iza- 
tion  by  such  things  as  groups,  names,  ex 
plicit  lists  of  names. 

(d)  Dissemination  labels. 

(e)  Information  labels. 

(0  Background  information  on  the  file;  exam¬ 
ples  of  infr/rmation  that  might  be  desired  are: 

•  Its  date  of  creation; 

•  Its  downgrading  group,  and  any  downgrad¬ 
ing, actions  applied  to  it; 

•  Name  of  individual  who  created  the  file 
and  his  agency; 

•  Predecessor  files  (if  any)  from  which  the 
file  was  created. 


SECURITY  CONTROL  SYSTEM 
GENERATION 

The  system  for  automating  multilevel  security 
classification  and  control  here  described  is  entirely 
table  driven.  As  such,  the  same  software  implemen¬ 
tation  can  be  used  at  all  installations  using  the  same 
machine.  The  generation  process  described  below 
creates  the  tables  used  by  the  system,  but  does  not 
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affect  the  software  or  any  of  its  built-in  checks.  Thus, 
installation  personnel  need  not  know  about  or  imple¬ 
ment  any  part  of  the  se(  urity  control  system;  nor 
should  they  be  expected  or  allowed  to  modify  it.  Each 
installation,  through  the  security  control  system 
generation  process,  particularizes  the  security  tables 
to  its  environment  (with  built-in  validity  and  consist¬ 
ency  checks),  and  thus  can  minimize  recertification 
of  the  security  control  system. 

The  card  deck  (or  magnetic  tape  or  magnetic  disc) 
detailing  the  security  control  system  and  the  tables 
produced  during  the  generation  process  contain  the 
most  sensitive  information  resident  in  the  computer 
system.  As  such,  no  ptovision  is  made  for  directly 
classifying  or  accessing  this  information  via  the  file 
system;  rather,  special  mechanisms  must  be  pro¬ 
vided  to  limit  access  to  this  information  to  only  the 
responsible  authorities. 

System  Access  Definition  is  the  vehicle  for  de¬ 
scribing  to  the  computer  system  those  parameters 
that  will  affect  an  individual’s  access  to  information. 
This  consists  of  a  Personnel  Definition,  describing  all 
relevant  parameters  for  the  individuals  permitted  to 
use  the  system,  except  information  dealing  with 
security;  a  Terminal  Definition,  describing  all  rele¬ 
vant  parameters  for  any  terminals  that  may  be  con¬ 
nected  to  the  system,  except  information  aealing 
with  security;  and  a  Security  Control  Definition,  de¬ 
scribing  all  relevant  security  parameters.  The  Per¬ 
sonnel  and  Terminal  Definitions  are  not  discussed 
here,  since  they  are  installation  dependent  and  are 
not  within  the  scope  of  this  Report. 

Security  control  sys.em  generation  is  the  process 
whereby  the  System  Security  Officer  (or  other  re¬ 
sponsible  authority)  specifies  the  Security  Control 
Definition  to  the  computer  system.  The  computer 
system  will  process  this  information,  doing  such 
things  as  validity  checking  and  internal  table  stor¬ 
age  generation,  and  thus  render  the  system  ready  for 
actual  use.  After  the  initial  security  system  has  been 
generated,  changes  to  the  Security  Control  Defini- 
t;on  can  (in  almost  all  cases)  be  handled  directly  by 
the  system  without  cause  for  regenerating  the 
security  control  system. 

The  Security  Control  Definition  consists  of  five 
separate  specifications:  Security  Structure  Defini¬ 
tion,  Personnel  Security  Definition,  Authorization 
Group  Definition,  Terminal  Security  Definition,  and 
Releasability  Definition.  The  Releasability  Defini¬ 


tion  specifies  the  dissemination  labels  and  the  way 
they  are  processed.  It  is  not  discussed  here  because 
we  have  been  unable  to  determine  any  standardized, 
rigorous  order  in  the  current  practice  of  using  such 
labels.  We  recommend  that  this  area  be  further  ex¬ 
plored.  Note  that  the  processing  of  the  dissemination 
labels  will  depend  upon  the  Personnel  Definition. 
For  example,  a  "DoD  Only”  file  will  necessitate  the 
ability  to  determine  the  •’gency  tnat  the  individual 
represents. 

The  other  four  specifications  of  the  Security  Con¬ 
trol  Definition  are  discussed  below.  The  reader  is 
directed  to  Annex  A  for  the  formal  System  Access 
Specification  in  a  slightly  modified  Backus-Naur 
Form  (BNF).  In  addition  to  the  language  specifica¬ 
tion,  it  is  necessary  to  specify  the  algorithms  for 
processing  this  information.  These  are  discussed  be¬ 
low  in  all  but  the  obvious  cases.  The  reader  should 
reference  the  Annexes  as  he  reads  the  remainder  of 
the  discussion,  particularly  Annex  B,  which  contains 
examples  of  Security  Component  Definitions. 


SECURITY  STRUCTURE  DEFINITION 

The  Security  Structure  Definition  formally 
defines  the  structure  of  that  portion  of  the  security 
classification  and  control  system  that  is  applicable  to 
the  particular  installation  in  question.  The  language 
presented  in  Annex  A  is  sufficient  to  describe  all 
special  clearances  and  compartments  with  which  we 
are  familiar,  although  actual  examples  demonstrat¬ 
ing  the  completeness  of  this  approach  cannot  be  pre¬ 
sented  at  this  level  of  classification. 

The  Security  Structure  Definition  consists  of  any 
number  of  Security  Component  Definitions,  followed 
by  any  merge  rules  relating  different  components.  A 
component  may  be  a  compartment,  a  special  cate¬ 
gory,  or  a  special  access.  It  is  reasonable  to  expect 
that  changes  to  the  Security  Structure  Definition 
will  necessitate  a  new  system  generation. 

The  security  structure  language  formally  defines 
a  set  of  relations  among  entities,  including  names  of 
clearances  or  classifications,  code  words,  labels,  etc. 
The  structure  below  can  be  thought  of  as  defining  a 
set  of  decision  rules  that  the  computer  system  can 
consult  when  it  wishes  to  make  a  decision  concern¬ 
ing  security  parameters.  It  is  immaterial  as  to  how 
these  decision  rules  are  actually  stored  in  the  com- 
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puter,  and  this  is  (for  the  present)  left  to  the  in¬ 
dividual  software  system  designers. 

Following  is  an  example  of  a  Security  Component 
Definition:’ 

DEFINE:  NATIONAL  CLEARANCES; 

CLEARANCES:  TOP  SECRET,  SECRET,  CON¬ 
FIDENTIAL,  UNCLEARED; 

SYNONYMS:  TOP  SECRET  =  TS,  SECRET  = 
S,  CONFIDENTIAL  =  C,  UNCLEARED  =  UR, 
UNCLASSIFIED  =  U; 

INTERNAL  STRUCTURE:T^  IMPLIES S, S IM¬ 
PLIES  C,  C  IMPLIES  UR; 

ACCESS  RULES:  TS  ACCESSES  TS,  S  AC¬ 
CESSES  S  C  ACCESSES  C,  UR  ACCESSES  U; 

REQUIRED  LABELS:  NONE; 

EXTERNAL  STRUCTURE:  NONE; 
REQUIREMENTS:  NONE; 

MERGE  RULES:  TS  AND  (S  OR  C  OR  U) 
YIELDS  TS,  S  AND  (C  OR  U)  YIELDS  S,  C  AND 
U  YIELDS  C; 

END; 

The  component  name  (as  specified  in  the  D£- 
statement)  is  the  name  normally  applied  to  a 
classification  system,  compartment,  or  special  cate¬ 
gory.  It,  and  all  CLEARANCES  within  the  compo¬ 
nent,  are  listed  in  the  definition.  Note  that  a  compo¬ 
nent  name  and  a  clearance  name  may  be  the  same. 
SYNONYMS  allows  for  commonly  used  abbrevia¬ 
tions  or  synonyms. 

The  INTERNAL  and  EXTERNAL  STRUC¬ 
TURE  statements  (i.e.,  internal  and  external  to  me 
particular  component  in  question)  are  handled  the 
same  way  by  the  system  software.  They  are  stipu¬ 
lated  separately  in  the  definition  merely  to  assist  the 
System  Security  Officer  in  organizing  his  thoughts 
as  he  defines  the  security  structure.  A  possible  use  of 
the  EXTERNAL  STRUCTURE  statement  is  to  cre¬ 
ate  Universal  Pri  /ileges,  as  discussed  below;  its  use 
is  also  illustrated  in  Example  4  of  Annex  B.  These 
statemer  ts  describe  hierarchical  relationships  that 
exist  be<  v  een  one  of  the  clearances  being  defined  in 
the  component,  and  either  another  clearance  within 
that  component  or  a  clearance  from  another  compo- 


’Additiona)  examples  are  found  in  Annex  B. 


nent,  respectively.  This  is  interpreted  to  mean  that 
access  authorized  by  a  given  clearance  implies  the 
automatic  acces,s  'unless  otherwise  limited)  author¬ 
ized  by  other  clearances  lower  in  the  hierarchy.  For 
example,  if  an  individual  has  a  Top  Secret  clearance. 
Top  Secret  implies  Secret  (TS  IMPLIf  S  S)  in  the 
sense  that  an  individual  cleared  for  Top  Secret  also 
has  access  to  information  to  which  an  individual 
cleared  for  Secret  has  access. 

Under  ACCESS  RULES,  there  is  only  one  opera¬ 
tor,  called  accesses,  which  has  been  previously 
defined  as  permits  access  to  information  labelled  as. 
These  rules  explicitly  state  the  relation  between  the 
names  of  the  clearances  in  the  security  component 
being  defined  and  the  labels  on  the  information  to 
which  that  security  clearance  permits  access.  In 
many  cases,  the  same  word  is  used  to  specify  a  clear¬ 
ance  and  a  label  indicating  classification  of  informa¬ 
tion  (as  in  the  example  above). 

The  REQUIRED  LABELS  are  those  other  than 
the  normal  classification  labels  on  a  file.  For  exam¬ 
ple,  certain  security  components  require  all  informa¬ 
tion  within  the  component  to  be  handled  via  special 
channels,  and  this  fact  is  explicitly  stated  on  any 
piece  of  information  protected  by  the  component.  In 
effect,  a  required  label  can  be  regarded  as  a  pseudo¬ 
classification,  accessed  by  any  of  the  clearances 
listed  in  the  Security  Component  Definition  (or  their 
synonyms).  The  necessity  of  this  view  is  indicated  in 
the  Crypto  example  of  Annex  B  (Example  1),  where 
administrative  traffic  not  having  the  Crypto  classifi¬ 
cation  label,  but  still  confined  to  Crypto-authorized 
people,  must  be  recognized  by  the  system. 

Note  that  information  and  dissemination  labels, 
although  required  on  information,  are  not  included 
here  as  REQUIRED  LABELS  because  at  present 
their  usage  is  neither  standardized  nor  logically  con¬ 
sistent.  When  their  usage  becomes  standardized,  it 
will  be  possible  to  revise  slightly  the  scheme  here 
described  to  accommodate  them  and  handle  them 
automatically. 

The  REQUIREMENTS  statement  is  the  vehicle 
for  describing  situations  in  which  a  particular  clear¬ 
ance  requires  the  simultaneous  existence  or  non¬ 
existence  of  other  clearances  or  access  authoriza¬ 
tions  (see  Examples  2-4  in  Annex  B).  Note  that  clas¬ 
sification  labels  are  not  mentioned,  since  the  particu¬ 
lar  labels  accessed  by  a  given  clearance  can  always 
be  determined. 
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MERdE  RULES,  discussed  more  fully  below, 
contain  the  information  that  allows  the  system  tc 
determine  automatically  the  classification  of  infor¬ 
mation  that  results  from  merging  ii  iormation  of 
various  classifications.  Standard  logical  relation¬ 
ships  (utilizing  the  Boolean  connectives  AND  and 
OR)  are  permitted. 

The  operator  YIELDS  means  that  the  combina¬ 
tion  of  classifications  (or  labels)  on  the  left  requires 
the  cla-ssification  (or  labels)  on  the  right  to  be  placed 
on  the  merged  information. 

Security  Structure  Preproce.ssing  for 
Minimi/.ation  of  Clearances 

After  the  complete  Security  Structure  Definition 
has  been  entered  into  the  computer,  an  augmented 
set  of  Requirement  statements  will  be  automatically 
constructed  as  follows.  For  each  implication  state¬ 
ment  of  the  form  A  IMPLIES  Bin  either  an  Internal 
or  an  External  Structure  statement,  the  Require¬ 
ment  statement  of  fl  will  be  modified  by  the  conjunc¬ 
tion  of  NOT  A.  If  there  is  no  previous  Requirement 
statement  for  B,  then  one  must  be  created 

The  purpose  of  this  is  to  provide  for  consistency 
in  the  minimization  of  the  user’s  clearance  set.  For 
example,  if  an  individual  is  to  be  granted  a  Top  Se¬ 
cret  clearance  after  already  possessing  a  Secret 
clearance,  the  system  should  rightfully  expect  that 
his  Secret  clearance  be  removed  when  the  Top  Se¬ 
cret  is  granted.  Similarly,  there  are  instances  of  in¬ 
terrelated  components  where  it  is  mandatory  that  a 
clearance  not  mutually  coexist  with  another  clear¬ 
ance  that  implies  it  (see  Example  4  in  Annex  B).  The 
system  includes  this  capability,  and  this  results  in 
the  following  rule: 

When  upgrading  any  user  clearance  that  is 
hierarchical,  the  security  officer  must  first 
remove  the  lower  clearance  and  then  add  the 
higher  clearance.^ 

In  the  example  just  given,  tnis  means  that  the 
security  officer  must  remove  the  user’s  Secret  clear¬ 
ance  before  adding  the  user’s  Top  Secret  status  to  the 
system.  (The  system’s  consistency  checking  mech¬ 
anism  described  below  will  prevent  the  Top  Secret 

■’As  described  below,  the  user  is  not  allowed  to  be  logged  onto 
the  system  while  his  clearance  status  is  being  modified,  nor  can 
his  status  be  changed  while  he  is  lugged  on  the  system. 


clearance  from  being  accepted  before  the  Secret 
clearance  is  deleted.) 

Consistency  Check  of  the  Security 
Structure  Definition 

After  all  Security  Component  Definitions  have 
been  entered  into  the  computer  and  preprocessing 
has  been  completed,  two  consistency  checks  are 
made.  The  first  insures  that  all  clearances  refe¬ 
renced  have  been  defined  and  that  no  clearance  is 
multiply-defined.  The  second  insures  that  no  chains 
exist  that  lead  to  contradictions.  For  example,  A  re¬ 
quires  B,  B  requires  C,  C  requires  NOT  A,  would  form 
an  inconsistent  set  of  clearances  in  which  clearance 
A  could  never  be  granted. 

The  consistency  check  is  performed  as  follows  for 
each  clearance  in  the  Security  Structure  Definition: 

(a)  Form  an  expression,  called  the  consistency  ex¬ 
pression,  consisting  of  the  clearance  being 
tested. 

(b)  Moving  hrough  this  consistency  expression 
from  left  to  right,  pick  up  the  next  clearance 
in  the  expression  and  replace  it  by  itself  con- 
juncted  with  the  right-hand  side  of  the  Re¬ 
quirements  statement  for  that  clearance 
(from  its  Security  Component  Definition),  all 
enclosed  in  parentheses. 

(c)  Repeat  step  (b)  above,  each  time  moving  to 
the  next  clearance  appearing  in  the  consist¬ 
ency  expression  (i.e.,  the  next  one  to  the  right 
of  the  one  just  processed),  until  all  clearances 
in  the  consistency  expression  have  been  proc¬ 
essed. 

(d)  Assign  the  value  of  TRUE  to  the  next  (left¬ 
most)  clearance  in  the  consistency  expression 
(i.e.,  to  the  one  being  tested  for  consistency 
with  the  rest  of  the  security  structure). 

(e)  If  any  set  of  assignments  of  TRUE  and 
FALSE  can  be  made  to  the  other  clearances  in 
the  consistency  expression  which  result  in  e 
value  of  TRUE  {vrhen  the  expression  is  eva¬ 
luated  according  to  the  normal  rules  of  Boo¬ 
lean  expression  evaluation),  then  the  clear¬ 
ance  being  tested  is  consistent  with  the  rest  of 
the  Security  Structure  Definition. 

(f)  If  no  such  assignment  can  be  found  to  make 
the  consistency  expression  TRUE,  then  the 
clearance  being  tested  is  inconsistent  with  the 
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rest  of  the  Security  Structure  Definition.  The 
consistency  expression  and  the  inconsistent 
clearance  must  be  output  by  the  system  to 
facilitate  the  correction  of  the  inconsistency. 
The  consistency  check  should  continue  to  look 
for  further  inconsistencies,  but  the  particular 
Security  Structure  Definition  cannot  be  ac¬ 
cepted  by  the  system.  (The  system  cannot  al¬ 
low  any  type  of  error  in  the  Security  Struc¬ 
ture  Definition.)  After  correcting  the  incon¬ 
sistency,  the  entire  process  of  Security  Struc¬ 
ture  Definition  must  be  restarted  from  the  be¬ 
ginning.  Also,  because  of  the  complex  process¬ 
ing  described  above,  there  is  no  provision  for 
on-line  definition  of  new  clearances. 

(g)  Repeat  steps  (d),  (e),  and  (0  above,  each  time 
moving  to  the  next  clearance  app>earing  in  the 
consistency  expression  (i.e.,  the  next  one  to 
the  right  of  the  one  just  processed),  until  all 
clearances  in  the  consistency  expression  have 
been  processed. 

Merge  Rules 

Merge  rules  are  provided  to  permit  automatic 
determination  of  the  classification  of  information 
that  has  been  produced  by  the  combination  of  infor¬ 
mation  of  dissimilar  classificati  ins  (see  the  example 
above  of  National  Clearances,  and  also  Examples  2-4 
in  Annex  B).  Note  that  all  relationships,  including 
hierarchical  ones,  must  be  explicitly  stated  in  terms 
of  classification  labels;  the  software  cannot  be  ex¬ 
pected  to  infer  that  one  classification  subsumes  an¬ 
other. 

Merge  Rule  Processing 

The  actual  merge  rule  processing  is  as  follows: 

(a)  Concatenate  (i.e.,  conjunct)  all  the  labels  of 
each  file  accessed  during  the  merge  process 
(this  includes  required  labels). 

(b)  Simplify  resultant  merge  label  by  the  follow¬ 
ing  rules: 

(1)  Identity  transformation.  A  AND  A  yields 
A  for  all  A; 

(2)  Apply  merge  rules;  i.e.,  if  the  left-hand 
side  of  a  special  merge  rule  matches  the 
concatenated  labels  or  a  portion  thereof, 
replace  that  portion  by  the  right-hand 


side  of  the  rule.  (Treat  the  left-hand  side 
of  the  merge  as  a  Boolean  expression  and 
evaluate  according  to  the  normal  rules.  If 
a  label  appears  in  the  concatenated  label 
set,  consider  it  TRUE  in  the  expression; 
otherwise,  FALSE.  Hence,  the  right  side 
is  substituted  for  the  left  side  of  a  merge 
rule  when  the  left  side  is  TRUE.) 

In  attempting  to  apply  steps  (1)  and  (2)  above, 
the  labels  can  be  freely  reordered  to  promote 
a  simplification. 

(c)  If  any  simplification  results  from  step  (b), 
then  repeat  steps  (b)  and  (c). 


PERSONNEL  SECURITY  DEFINITION 
AND  USER  CLEARANCE  UPDATE 

The  next  step  in  system  generation  is  Personnel 
Security  Definition.  It  is  possible  to  modify  this  infor¬ 
mation  subsequently  through  the  on-line  use  of  the 
user  clearance  update  language.  The  processing  in¬ 
volved  is  the  same  for  both  initial  system  generation 
and  subsequent  updates,  and  is  as  follows: 

(a)  Update  of  a  user’s  clearance  status  by  the 
security  officer  can  be  done  if  and  only  if  the 
user  is  not  logged  onto  the  system. 

(b)  The  granting  agency  and  expiration  date 
may  be  specified  for  clearances  and  put  into 
the  user’s  information,  but  are  not  presently 
utilized.  The  cognizant  agency  is  neither  spe¬ 
cified  nor  stored.  This  implies  that  within  this 
automated  security  system,  a  Top  Secret 
clearance  granted  from  one  agency  also  im¬ 
plies  access  to  Top  Secret  information  from 
another  agency,  unless  additional  labels  that 
deny  such  access  have  been  applied  to  this 
information. 

(c)  On  each  addition  or  deletion  of  a  user  clear¬ 
ance,  a  check  will  be  made  that  the  user  ex¬ 
ists;  that  (on  addition)  the  clearance  exists 
and  has  not  already  been  granted  to  the  user; 
and  (on  deletion)  that  the  user  does,  in  fact, 
nave  the  clearance  to  be  deleted. 

(d)  At  the  time  of  Personnel  Security  Definition, 
and  at  the  time  of  granting  an  additional 
clearance  to  (or  removing  an  existing  clear¬ 
ance  from)  a  user,  a  consistency  check  is  made 
to  insure  that  the  Requirements  statement  for 
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each  of  the  user’s  clearances  is  still  satisfied 
after  the  addition  (deletion)  of  the  new  (old) 
clearance;  this  is  accomplished  as  follows: 

( 1 )  Generate  the  set  of  access  privileges  spe¬ 
cified  by  the  user’s  explicit  clearances; 
this  can  be  done  as  follows: 

•  Form  the  set  of  all  the  user’s  explicit 
clearances  (called  the  clearance  set); 

•  F'or  each  clearance  in  the  clearance 
set,  add  all  clearances  implied  by  this 
particular  clearance  in  either  Inter¬ 
nal  or  External  Structure  statements 
within  the  Security  Component  Defi¬ 
nition; 

•  Apply  identity  transformation  (A 
[  AND|  A  yields  A)to  the  clearance  set 
(i.e.,  remove  all  duplicates). 

Notice  that  this  is  the  algorithm  used  in 
generating  the  set  of  ail  labels  to  which 
the  user’s  clearance  permits  access  (ex¬ 
plained  below  in  "File  Access  Processing’’) 
with  steps  (b),  (cKl),  and  (cK3)  deleted. 
i2i  For  each  explicit  clearance  the  user  has 
been  granted,  including  the  new  one  being 
added  (or  excluding  the  old  one  being  de¬ 
leted),  check  to  see  if  the  requirements  as 
stated  in  the  Requirements  statemenKs) 
in  the  Security  Component  Definition  are 
satisfied  by  the  occurrence  or  absence  of 
the  clearances  in  the  clearance  set  just 
generated  according  to  the  normal  rules 
of  Boolean  expression  evaluation. 

AUTHORIZATION  GROUP 
OKFINITION 

Authorization  Group  Definition  occurs  at  system 
generation  time,  but,  like  Personnel  Definition,  also 
may  be  updated  on-line.  There  is  no  special  process¬ 
ing  explicitly  required  for  authorization  groups.  A 
user  does  not  have  to  be  authorized  to  use  the  system 
for  his  name  to  be  in  an  authorization  group.  Up¬ 
dates  are  made  via  the  authorization  group  update 
language. 

Comment:  Our  concept  of  an  authorization  group  is 
more  general  than  the  normal  need-to-know  concept 
ass(x:iated  with  classified  information.  It  also  ad¬ 
dresses  the  question  of  what  a  person  can  do  to  the 


information  to  which  he  has  in  fact  been  granted 
access.  In  the  usual  context,  need-to-know  is  really 
need-to-know  for  reading.  We  have  simply  extended 
that  concept  to  allow  separate  need-to-know  groups 
for  reading,  changing,  etc.,  and  we  call  this  extended 
concept  "authorization  groups  ’’  in  order  to  avoid  con¬ 
fusion. 

UNIVERSAL  PRIVILEGES 

Under  emergency  conditions,  it  may  be  necessary 
to  grant  a  user  or  a  group  of  users  unrestricted  ac¬ 
cess  to  all  files  in  the  system  or  to  a  set  of  files  regard¬ 
less  of  clearances,  special  access  categories,  and/or 
need-to-know  restrictions.  Rather  than  turning  off 
the  file  safeguards  in  the  system,  necessitating  con¬ 
cern  for  user  identification,  protection  of  terminals, 
etc.  (especially  under  emergency  conditions),  a  spe¬ 
cial  capability  is  provided  within  the  system  so  that 
the  system  security  controls  are  not  impaired. 

The  System  Security  Officer  in  a  normal  Security 
Component  Definition  ca.i  define  a  universal  or 
emergency  clearance,  which  implies  all  other  clear¬ 
ances  or  special-access  categories  in  the  system  and 
which  has  no  external  requirements.  It  can  be 
granted  to  a  given  user  by  first  removing  all  his 
clearances  (to  prevent  a  clearance  inconsistency 
check)  and  then  granting  the  universal  or  emer¬ 
gency  clearance.  (Obviously,  any  number  of  such 
emergency  clearances  could  be  set  up  for  any  subsets 
of  the  overall  security  system  by  simply  listing  the 
desired  ones  in  the  External  Structure  statement.) 

Universal  authorization  groups  can  be  defined  to 
handle  the  problem  of  overriding  the  system’s  file 
manipulation  and  access  authorization  restrictions. 
Membership  in  such  a  group  authorizes  the  in¬ 
dividual  to  take  some  action  on  the  files  to  which  he 
is  permitted  access,  either  on  a  standing  or  an  emer¬ 
gency  basis.  Examples  of  universal  authorizations 
are:  universal  right-to-read,  universal  right-to- 
change,  etc. 

Comment:  The  word  "emergency"  is  used  here  in  a 
limited  sense;  i.e.,  we  refer  mainly  to  the  numerous 
unanticipated  special  situations  that  always  seem  to 
arise  at  any  computer  installation.  Through  appro¬ 
priate  forethought  and  predefinition,  these  situations 
can  be  hiindled  routinely  as  they  arise.  Still,  however, 
there  may  arise  a  true  emergency  (such  as  an  enemy 
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attack)  where  there  is  no  time  to  do  anything  but 
respond.  The  techniques  discussed  here  are  not  in¬ 
tended  to  address  that  problem.  Rather,  we  would 
assume  some  sort  of  fail-safe,  joint-key  mechanism 
whereby  appropriately  authorized  individuals  could 
turn  off  all  access  controls  of  the  system  in  time  of 
dire  emergency. 

Mechanisms  such  as  described  above  should  be 
sufficient  for  accommodating  any  specific  situations 
that  may  arise,  assuming  the  appropriate  universal 
groups  have  been  predefined.  In  addition,  they  allow 
routine  handling  of  two  situations  normally  req,-ir- 
ing  special  provisions.  These  are  the  privileges  of  the 
System  Security  Office'  and  the  file-backup  mech¬ 
anism.  The  System  Security  Officer  should  have,  in 
addition  to  his  normal  clearance  status,  universal 
authorizations  for  read-only,  right-to-change  author¬ 
ization  lists,  and  right-to-change  file  classifications. 
The  file  backup  program  can  be  given  the  clearance 
status  to  handle  all  files  for  which  it  is  to  provide 
backup  and  universal  authorization  for  read-only  to 
enable  it  to  read  any  of  these  files. 


TKRMINAL  SECURITY  DEFINITION 
AND  UPDATE 

Terminal  Security  Definition  is  handled  in  a  man¬ 
ner  similar  to  personnel  security  information.  There 
exists  the  capability  to  update  this  information  on¬ 
line.  In  the  present  specification,  the  capability  to 
specify  a  terminal  access  list  has  not  been  included; 
i.e.,  a  list  of  the  authorized  users  of  a  given  terminal. 
It  appears,  for  the  present,  that  this  is  an  unneces¬ 
sary  complexity  to  add  to  an  already  burdened  sys¬ 
tem,  and  we  expect  that  physical  access  to  terminals 
processing  classified  information  will  normally  be 
controlled.  Further  control  seems  unnecessary,  but 
should  it  be  desired,  mechanisms  similar  to  those 
already  specified  can  be  used.  For  example,  a  special 
clearance  status  can  be  defined,  access  to  which  is 
permitted  only  for  a  particular  terminal. 

Specification  of  File  Authorizations 

Each  time  a  file  is  created,  the  creator  may 
specify  which  individuals  or  groups  of  individuals 
are  permitted  to  access  the  file,  as  well  as  how  they 
may  do  so;  e  g.,  read-only.  For  each  file,  the  author 


r  lay  therefore  specify  authorizations  and  an  access 
list  to  be  associated  with  each  authorization. 

If  not  specified,  default  access  lists  are  assumed 
as  follows: 

All  authorization  access  lists  have  the  default 
condition  of  null  (i.e.,  unless  otherwise  spe¬ 
cified,  they  are  empty)  ex  ept  those  associated 
with  the  following  actions:  unrestricted  access, 
right-to-change  authorization  lists,  and  right- 
to-change  file  classifications.  The  access  lists  as¬ 
sociated  with  these  particular  authorization 
types  must  be  initialized  by  the  system  to  con¬ 
tain  the  name  of  the  author  of  the  file. 

It  should  be  noted  that  the  syntax  of  the  authori¬ 
zation  specification  provides  capability  for  the  re¬ 
moval  of  the  author’s  name  from  an  access  list.  Un¬ 
less  this  is  explicitly  done,  however,  the  author  of  a 
file  will  be  permitted  unrestricted  access  to  the  file, 
as  well  as  the  privilege  of  changing  the  authorization 
specification  and  classification  of  the  file. 

At  present,  it  is  not  deemed  necessary  to  provide 
the  capability  to  be  able  to  syntactically  distinguish 
between  authorization  group  identifiers  and  user 
identifiers.  Rather,  it  is  assumed  that  the  processing 
algorithms  will  have  to  check  the  identifier  in  ques¬ 
tion  against  master  lists,  and  that  the  semantics  will 
be  obvious  from  the  context. 

Anyone  who  has  the  ability  to  write  in  a  file  can, 
in  principle,  add  to  it  information  of  a  higher  classifi¬ 
cation  than  the  file.  Therefore,  he  must  have  some 
way  of  altering  the  classification  status  of  the  file. 
Whether  this  is  provided  by  allowing  anyone  with 
write  privilege  to  alter  the  file  classification  directly, 
or  by  requesting  the  original  author  of  the  file  to 
alter  the  classification,  or  by  requesting  the  System 
Security  Officer  to  alter  the  classification,  is  an  oper¬ 
ational  policy  decision.  The  first  alternative  is  simpl¬ 
est,  but  it  may  be  operationally  desirable  to  have  a 
second  person  involved  in  change  of  classification. 
The  mechanisms  in  the  overall  scheme  provide  capa¬ 
bility  to  specify  a  separate  group  of  individuals  who 
can  only  alter  the  classification  of  a  file. 


FILE  ACCESS  PROCESSING 

The  system  must  follow  certain  procedures  when 
attempting  to  determine  whether  or  not  a  given  user 
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may  reference  a  particular  file  of  information.  First, 
the  user’s  clearance  must  be  sufficient  to  permit  ac¬ 
cess  to  the  file  classification,  and  this  is  determined 
as  follows: 

(a)  Obtain  the  file  classifit.'  '' '  labels. 

(b)  Obtain  the  set  of  labels  .  0  which  user  clear¬ 
ances  permit  access.  This  set  may  be  cal¬ 
culated  as  needed  at  log-on  time  or  at  security 
system  update  time  (if  the  latter  is  used,  on¬ 
line  updating  of  a  user’s  clearance  by  the  Sys¬ 
tem  Security  Officer  cannot  be  allowed). 

(c)  If  the  set  of  labels  to  which  the  user’s  clear¬ 
ance  status  permits  him  access  contains  all 
the  labels  in  the  file  classification  status,  then 
the  formal  security  accessing  requirements 
have  been  satisfied. 

The  method  of  generating  the  set  of  labels  to 
which  a  user’s  clearance  status  permits  him  access 
is  as  follows: 

(a)  Form  the  set  of  all  user’s  clearances  and  spe¬ 
cial  access  categories  (called  clearance  set). 

(b)  Initialize  to  null  the  set  of  labels  to  which  the 
user’s  clearance  status  permits  him  access 
(called  the  accessible  label  set). 

(c)  For  each  entry  in  the  clearance  set: 

( 1 )  Add  to  the  accessible  label  set  all  labels  to 
which  the  particular  entry  permits  access. 
These  are  obtained  from  the  access  rules 
in  the  Security  Component  Definition. 
Also,  add  all  required  labels  for  this  par¬ 
ticular  clearance  entry. 

(2)  Add  to  the  clearance  set  all  clearances  or 
special-access  categories  implied  by  this 
particular  clearance  entry  in  either  Inter¬ 
nal  or  External  Structure  statements 
within  the  Security  Component  Defini¬ 
tion. 

(3)  Delete  this  entry  from  the  clearance  set. 

(d)  Apply  identity  transformation  (A  AND  A 
yields  A) to  the  accessible  label  set  (i.e.,  delete 
all  duplicates). 

After  a  user’s  clearance  status  has  been  checked 
and  successfully  permits  access  to  a  file,  the  security 
system  must  determine  whether  the  user  satisfies 
the  authorization  limitations  for  the  file.  This  check 
determines  the  user  rights  and  specifies  what  types 


of  manipulation  he  is  allowed  for  the  file  in  question. 
The  process  for  carrying  this  out  is  as  follows: 

(a)  Copy  the  user’s  universal  authorization  privi¬ 
leges  (which  are  explicitly  specified  at  log-on 
time  by  the  universal  authorization  algorithm 
described  below)  into  a  memory  area  called 
his  file-access  rights  block.  If  he  has  universal 
unrestricted  access  after  specifying  this  in  the 
file-access-rights  block  as  explained  in  step 
(bX2)  below,  then  processing  can  stop  (i.e., 
there  is  nothing  that  can  be  added  to  his  ac¬ 
cess  rights). 

(b)  For  each  authorization  type  (starting  with 
unrestricted  access): 

(1)  If  the  user  is  in  the  access  list  either  ex¬ 
plicitly  (by  name)  or  implicitly  (either  by 
membership  in  a  group  specified  in  the  list 
or  because  the  universal  set  was  specified), 
grant  the  user  the  specified  type  of  access; 

(2)  If  the  authorization  is  for  unrestricted  ac¬ 
cess  and  the  user  qualifies  for  it,  grant 
him  (in  his  file-access-rights  block  for  this 
file)  all  the  other  authorization  types,  and 
stop  processing  these  rights. 

The  file-access-rights  information  (in  the  file- 
access-rights  block)  is  consulted  by  the  Supervisor  on 
every  input/output  operation  in  order  to  determine 
whether  or  not  the  operation  on  the  file  is  legal. 
Thus,  the  authorization  processing  occurs  during  the 
linkage  of  a  user  to  a  file  after  clearance  status 
checks  have  been  made,  and  results  only  in  the  crea¬ 
tion  of  the  file-access-rights  data,  which  is  later  used 
by  the  Supervisor  for  controlling  access  to  the  file. 

The  universal  authorization  algorithm  consists  of 
checking  each  universal  group  for  the  presence  of 
the  user  in  the  set,  either  explicitly  by  name  or  im¬ 
plicitly  by  membership  in  another  group  specified  as 
a  member  of  the  universal  group.  If  the  user  is  pre¬ 
sent  in  the  set,  then  grant  him  the  associated  univer¬ 
sal  access  privilege. 

Commen  t:  When  access  control  labels  are  standard¬ 
ized  and  any  precedence  or  combinatorial  relations 
among  them  have  been  specified,  the  algorithms  for 
handling  them  can  be  developed,  and  the  restrictions 
resulting  from  the  operation  of  such  algorithms 
would  be  examined  at  this  point  in  file  access  process¬ 
ing. 
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Annex  A: 

FORMAL  SYSTEM  ACCESS  SPECIFICATION 


Notation:  Standard  Backus-Naur  Form  (BNF),  plus: 

•  [x]  means  one  or  more  occurrences  of  x  separated  by  commas,  with  no 
initial  or  terminal  comma. 

•  Also,  if  any  <STRING>  contains  one  of  the  fixed  words  appearing  in 
the  following  BNF  rules  that  could  lead  to  an  ambiguity,  the  <STRING> 
should  be  enclosed  in  parentheses. 


System  Access  Definition 

<SYSTEM  ACCESS  DEFINITION>  ::=  <PERSONNEL  DEFINITION- 
<TERMINAL  DEFIN1TI0N>  <SECURITY  CONTROL  DEFINITION- 

<PERSONNEL  DEFINITION>  ::=  Not  part  of  this  specification. 

<TERMINAL  DEFINITION>  : :=  Not  part  of  this  specification. 

<SECURITY  CONTROL  DEFINITION  :;=  <SECURITY  STRUCTURE  DEFINITION- 

<PERSONNEL  SECURITY  DEFINITION>  < AUTHORIZATION  GROUP  DEFINITION- 
<TERf'1INAL  SECURITY  DEFINITION>  <RELEASABILITY  DEFINITION- 

<RELEASABILITY  DEFINITION-  ::=  Not  part  of  this  specification. 


Security  Structure  Definition 


<SECURITY  STRUCTURE  DEFINITION^  ::= 

•SECURITY  COMPONENT  DEFINITION>  <MERGE  RULES-  j 

<SECURITY  COMPONENT  DEFINITION-  <SECURITY  STRUCTURE  DEFINITION- 

<SECURITY  COMPONENT  DEFINITION-  : ^DEFINE  STATEMENT 
<CLEARANCE  STATEMENT-  <SYN0NYM  STATEMENT- 
< INTERNAL  STRUCTURE  STATEMENT-  <ACCESS  RULE  STATEMENT- 
<REQUIRED  LABEL  STATEMENT-  <EXTERNAL  STRUCTURE  STATEMENT- 
<REqUIREMENT  STATEMENT-  END; 

<DEFINE  STATEMENT-  ::=  DEFINE:  <C0MP0NENT  NAME-; 

<CLEARANCE  STATEMENT-  ::=  CLEARANCES:  [<CLEARANCE  NAME-]; 

<SYN0NYM  STATEf€NT-  ::=  SYNONYMS:  NONE;  I  SYNONYMS:  [<SYN0NYM  PAIR-]; 

<INTERNAL  STRUCTURE  STATEICNT-  : :=  INTERNAL  STRUCTURE:  NONE;  | 
INTERNAL  STRUCTURE:  [<CLEARANCE  NA»t-  <BLANKS-  IMPLIES 
<BLANKS-  <CLEARAf^CE  NAfC-]; 

<ACCESS  RULE  STATEMENT-  ::=  ACCESS  RULES:  NONE;  | 

ACCESS  RULES:  [<CLEARANCE  NAME-  <BLANKS-  ACCESSES  <BLANKS- 
<LABEL  -]; 

<RE0UIRED  LABEL  STATEMENT-  : :=  REQUIRED  LABELS:  NONE;  | 

REQUIRED  LABELS:  [<REQUIRED  LABEL-]; 
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<EXTERNAL  STRUCTURE  STATE«NT>  EXTERNAL  STRUCTURE:  NONE;  | 
EXTERNAL  STRUCTURE:  [<CLEARANCE  NAME>  <BLANKS>  IMPLIES 
<BLANKS>  <EXTERNAL  CLEARANCE  NA«>]; 

<REQUIREMENT  STATEMENT>  ::*  REQUIREMENTS:  NONE;  | 

REQUIREMENTS:  [<CLEARANCE  NAME>  <BLANKS>  REQUIRES  <BLANKS> 
<CLEARANCE  EXPRESSION>] ; 

<CLEARANCE  EXPRESS'.ON>  ::=  <PRIMARY>  |  <PRIMARy>  <BOOLEAN  OPERATOR> 
<PRIMARY> 

<PRIMARY>  ::*  (<CLEARANCE  EXPRESSION>)  |  <CLEARANCE  NAME>  | 

<BLANKS>  NOT  <BLANKS>  <PRIMARY> 

<BOOLEAN  OPERATOR>  ::=  <BLANKS>  AND  <BLANKS>  |  <BLANKS>  OR  <BLANKS> 

<SYNONYM  PAIR>  ::=  <BASIC  NAME>  =  <SYNONYM  NAME> 

<BASIC  NAME>  ::=  <COMPONENT  NAME>  |  ^CLEARANCE  NAME>  1  <LABEL  NAME> 

<LABEL  NAME>  ::=  <LABEL>  |  <RE0UIRED  LABEL> 

<SYNONYM  NAf€>  : :=  <STRING> 

•-EXTERNAL  CLEARANCE  NAME>  ::=  <STRIN6> 

<COMPONENT  NAf€>  : :=  <STRIN6> 

<CLEARANCE  NAME>  ::=  <STRIN6> 

<LABEL>  ::=  <STRING> 

<REQUIREO  LABEL>  : :=  <STRING> 

<STRING>  ::=  <LEnER>  |  <LETTER>  <CHARACTER  STRING> 

<CHARACTER  STRING>  ::=  <N0NBLANK  CHARACTER>  |  <CHARACTER> 

<CHARACTER  STRING> 

<CHARACTER>  ::=  <NONBLANK  CHARACTER>  |  <SPACE>  |  <HYPHEN> 

<NONBLANK  CHARACTER>  ::=  <LETTER>  |  <DIGIT> 

<LETTER>  ::=A|B|C|...  |Y|Z 

<DIGIT>  ::=  0  I  1  I  2  I  ...  I  8  j  9 

<BLANKS>  ::=  <SPACE>  |  <SPACE>  <BLANKS> 

-.MERGE  RULES>  ::=  <MERGE  RULE  STATEMENT>  END; 

<MERGE  RULE  STATEMENT>  ::=  "fRGE  RULES:  NONE;  | 

MERGE  RULES:  [<MERGE  RULE>]; 

<MERGE  RULE>  : :=  <MERGE  CONDITION  EXPRESSION>  <BLANKS>  YIELDS 
<BLANKS>  <RESULTANT  STRIN6> 

<MERGE  CONDITION  EXPRESSION>  ::=  <MERGE  PRIMARY>  |  <f€RGE  PRIMARY> 
•BOOLEAN  OPERATOR>  <MERGE  PRIMARY> 

•MERGE  PRIMARY-  ::=  (<MERGE  CONDITION  EXPRESSION-)  |  <LABEL  NAME-  i 
-BLANKS-  NOT  -BLANKS-  -MERGE  PRIMARY- 
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<RESULTANT  STRING-  ::=  <LAB£L  NWC>  |  <LABEL  NAME>  <BLANKS>  AND 
<BLANKS>  <RESULTANT  STRING> 

Personnel  Security  Definition 

<PERSONNEL  SECURITY  DEFINITION-  END;  |  <USER  CLEARANCE  STATEMENT- 
<PERSONNEL  SECURITY  DEFINITION- 

<USER  CLEARANCE  STATEf€NT>  :;=  [<USER  ID-]: 

[(<CLEARAflCE  NAME-,  -GRANTING  AGENCY-.  <EXPIRATION  DATE-)]; 

<USER  ID-  ;;=  <NONBLANK  CHARACTER-  |  <N0NBLANK  CHARACTER-  <USER  ID- 

<GRANTING  AGENCY-  ::=  <LETTER-  |  <LETTER-  -GRANTING  AGENCY- 

-EXPIRATION  DATE-  ::=  -MONTH-  /  -DAY-  /  -YEAR- 

-MONTH-  ::=  -DIGIT-  -DIGIT- 

-DAY-  ::=  -DIGIT-  -DIGIT- 

-YEAR-  :;=  -DIGIT-  -DIGIT- 


User  Clearance  Update  Language 


-USER  CLEARANCE  UPDATE  LANGUAGE-  -GRANT  USER  CLEARANCE  STATEMENT-  | 
-REMOVE  USER  CLEARANCE  STATEMENT- 

-GRANT  USER  CLEARANCE  STATEMENT-  ::=  GRANT  [(-CLEARANCE  NAME-, 
-GRANTING  AGENCY-,  -EXPIRATION  DATE-)]  TO  USER  [-USER  ID-] 

-REMOVE  USER  CLEARANCE  STATEMENT-  : REMOVE  -CLEARANCE  SET-  FROM  USER 
[-USER  ID-] 

-CLEARANCE  SET-  ::=  ALL  CLEARANCES  |  ([-CLEARANCE  NAME-]) 


Authorization  Group  Definition 


-AUTHORIZATION  GROUP  DEFINITION-  ::=  END;  | 

-AUTHORIZATION  GROUP  SPECIFICATION- 
-AUTHORIZATION  GROUP  DEFINITION- 

-AUTHORIZATION  GROUP  SPECIFICATION-  -AUTHORIZATION  GROUP  NAME-: 
[-AUTHORIZATION  TYPE-] 

([-AUTHORIZATION  GROUP  ELEMENT-]); 

-AUTHORIZATION  GROUP  NAME-  : :=  UNIVERSAL  -AUTHORIZATION  TYPE-  | 
-AUTHORIZATION  GROUP  IDENTIFIER- 

-AUTHORIZATION  TYPE  :  :=  READONLY  |  CHANGE  ONLY  | 

APPEND  ONLY  |  EXECUTE  ONLY  |  UNRESTRICTED  ACCESS  | 
RIGHT-TO-CHANGE  AUTHORIZATION  SPECIFICATION  | 

RIGHT-TO-CHANGE  FILE  CLASSIFICATION 

-AUTHORIZATION  GROUP  ELEMENT-  ::=  -AUTHORIZATION  GROUP  IDENTIFIER-  | 
-USER  10- 
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<AUTH0RIZATI0N  GROUP  IDENTIFIER  >  : :=  <N0NBLANK  CHARACTER>  | 
<N0NBLANK  CHARACTER>  <AUTH0RIZATI0N  GROUP  IDENTIFIER> 


Authorization  Group  Update  Language 


<AUTH0RIZATI0N  GROUP  UPDATE  LANGUAGE-  : :=  <DEFINE  GROUP  STATEMENT-  | 
-ADD  MEMBER  STATEMENT-  |  -REMOVE  MEMBER  STATEMENT- 

. DEFINE  GROUP  STATEMENT-  : DEFINE  GROUP  -AUTHORIZATION  GROUP  NAME-: 
[-AUTHORIZATION  TYPE-] 

([-AUTHORIZATION  GROUP  ELEMENT-]) 

-ADD  MEMBER  STATEMENT-  ::=  ADD  ([-AUTHORIZATION  GROUP  ELEMENT-]) 

TO  GROUP  [-AUTHORIZATION  GROUP  NAME-] 

-REMOVE  MEMBER  STATEMENT-  : REMOVE  ([-AUTHORIZATION  GROUP  ELEMENT-]) 
FROM  GROUP  [-AUTHORIZATION  GROUP  NAME-] 


Terminal  Security  Definition 

-TERMINAL  SECURITY  DEFINITION-  ::=  END;  1 

-TERMINAL  CLEARANCE  STATEMENT-  -TERMINAL  SECURITY  DEFINITION- 

-TERMINAL  CLEARANCE  STATEMENT-  [-TERMINAL  ID-]:  -CLEARANCE  SET-; 

-TERMINAL  ID-  :  :=  Installation  dependent- -not  sriccified  Here  (may 
not  include  comma,  colon, 'oFsemi  col  on). 


Terminal  Clearance  Update  Language 


-TERMINAL  CLEARANCE  UPDATE  LANGUAGE- 

-GRANT  TERMINAL  CLEARANCE  STATEMENT-  | 

-REMOVE  TERMINAL  CLEARANCE  STATEMENT- 

-GRANT  TERMINAL  CLEARANCE  STATEMENT-  : :=  GRANT  -CLEARANCE  SET- 
TO  TERMINAL  -TERMINAL  ID- 

-REMOVE  TERMINAL  CLEARANCE  STATEMENT-  ::=  REMOVE  -CLEARANCE  SET- 
FROM  TERMINAL  -TERMINAL  ID- 


File  Authorization  Specification 


-FILE  AUTHORIZATION  SPECIFICATION-  ::=  -FILE  NAME-: 
[(-AUTHORIZATION  TYPE- 
-AUTHORIZATION  ACCESS  LIST-)] 

-AUTHORIZATION  ACCESS  LIST-  ::=  UNIVERSAL  |  UNIVERSAL 

-SET  SUBTRACTION  OPERATOR-  -AUTHORIZATION  EXPRESSION-  | 
-AUTHORIZATION  EXPRESSION- 

-AUTHORIZATION  EXPRESSION-  ::=  -AUTHORIZATION  GROUP-  1 
-AUTHORIZATION  GROUP-  -AUTHORIZATION  OPERATOR- 
-AUTHORIZATION  EXPRESSION- 
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< AUTHORIZATION  GR0UP>  : :=  ([<AUTH0RIZATI0N  IDENTIFIER>]) 

<AUTH0RIZATI0N  IDENTIFIER>  ::=  <AUTH0RIZATI0N  GROUP  IDENTIFIER>  | 
<USER  ID>  I  AUTHOR 

<AUTH0RIZATI0N  0PERAT0R>  ::=  <SET  ADDITION  OPERATOR>  | 

<SET  SUBTRACTION  OPERATOR> 

<SET  ADDITION  OPERATOR>  : + 

<SET  SUBTRACTION  OPERATOR>  - 

<FILE  NAME>  ::=  Operating  system  dependent- -not  specified  here  (may 
not  include  col onTT 


Annex  B 

SECURITY  COMPONENT  DEFINITION  EXAMPLES 
Example  1 

Consider  a  class  of  information  called  Crypto,  which  is  to  be  regarded  as 
a  further  restriction  on  access  under  the  national  clearance  system.  Since 
Crypto  information  is  to  be  transmitted  via  special  channels,  and  is  labelled  as 
such,  administrative  traffic  without  the  classification  label  Crypto  can  still  be 
confined  to  Crypto-authorized  personnel  by  regarding  the  required  label  on  the 
file  as  a  pseudo-classification  accessed  by  any  of  the  clearances  listed  in  the 
definition. 

DEFINE:  CRYPTO; 

CLEARANCES:  CRYPTO; 

SYNONYMS:  CRYPTO  =  CRP; 

INTERNAL  STRUCTURE:  NONE; 

ACCESS  RULES:  CRP  ACCESSES  CRP; 

REQUIRED  LABELS:  HANDLE  VIA  SPECIAL  CHANNELS; 

EXTERNAL  STRUCTURE:  NONE; 

REQUIREMENTS:  CRP  REQUIRES  TS  OR  S; 

MERGE  RULES:  NONE; 

END; 
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Example  2 

Consider  a  hypothetical  refinement  of  the  national  clearance  system 
called  DATATEL  as  follows: 

DEFINE:  DATATEL; 

CLEARANCES:  III,  II,  I; 

SYNONYMS:  NONE; 

INTERNAL  STRUCTURE:  III  IMPLIES  II.  II  IMPLIES  I; 

ACCESS  RULES:  III  ACCESSES  ABLE,  II  ACCESSES  BAKER,  I  ACCESSES  CHARLIE; 
REQUIRED  lARELS:  HANDLE  VIA  DATATEL  CHANNELS  ONLY; 

EXTERNAL  STRUCTURE:  NONE; 

REQUIREMENTS:  III  REQUIRES  TS,  II  REQUIRES  S,  I  REQUIRES  C; 

MERGE  RULES:  ABLE  AND  (B  AKER  OR  CHARLIE)  YIELDS  ABLE,  BAKER  AND  CHARLIE 
YIELDS  BAKER, 

END; 


Example  3 

Now  consider  a  hypothetical  compartment  of  information  within  the 
DATATEL  structure.  It  has  been  assumed  that  APPLE  information  is  not 
labelled  as  such,  but  is  to  carry  the  codeword  ALICE.  The  APPLE  definition 
below  relates  APPLE  to  III;  the  DATATEL  definition  relates  III  to  ABLE  and 
also  to  Top  Secret.  Thus,  the  system  can  correctly  determine  that  the  proper 
classification  label  for  APPLE  information  is  TOP  SECRET  ABLE  ALICE. 
Note  also  that  such  information  has  two  required  labels;  some  rule  of  prece¬ 
dence  must  be  specified  to  handle  such  situations. 

DEFINE:  APPLE; 

CLEARANCES:  APPLE; 

SYNONYMS:  NONE; 

INTERNAL  STRUCTURE:  NONE; 

ACCESS  RULES:  APPLE  ACCESSES  ALICE; 

REQUIRED  LABELS:  HANDLE  VIA  APPLE  CHANNELS  ONLY; 

EXTERNAL  STRUCTURE:  NONE; 

REQUIREMENTS:  APPLE  REQUIRES  III; 

MERGE  RULES:  NONE; 

END; 


Kxample  4 

Consider  a  hypothetical  example  (named  ROUND  ROBIN)  in  which  it  is 
assumed  that  at  the  Secret  level  there  are  two  categories  of  information,  called 

1 
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AGILE  and  BANANA,  accessing  information  labelled  respectively  as  ANN 
and  BETTY.  Further  assume  that  an  individual  cannot  be  concurrently  au¬ 
thorized  access  to  both  AGILE  and  BANANA  information.  Rather,  assume 
that  in  order  to  have  access  to  both,  an  individual  must  be  cleared  to  Top 
Secret,  in  which  case  he  will  be  said  to  have  access  to  CHERRY  information 
labelled  CHICO,  as  well  as  to  all  AGILE  and  BANANA  information.  Further¬ 
more,  assume  that  having  a  CHERRY  access  also  allows  an  individual  to  access 
all  information  that  a  person  who  has  a  III  access  authorization  (see  Example 
2)  may  access. 

DEFINE:  ROUND  ROBIN; 

CLEARANCES:  CHERRY,  AGILE,  BANANA; 

SYNONYMS:  NONE; 

INTERNAL  STRUCTURE:  CHmRY  IMPLIES  AGILE.  CHERRY  IMPLIES  BANANA; 

ACCESS  RULE’S.  CHERRY  ACCESSES  CHICO,  AGILE  ACCESSES  ANN,  BANANA  ACCESSES 
BETTY, 

REQUIRED  LABELS.  NONE: 

EXTERNAL  STRUCTURE:  CWFMKY  IMPLIES  III; 

REQUIREMENTS:  AGILE  REQUIRES  NOT  BANANA  AND  SECRET,  BANANA  REQUIRES 
NOT  AGILE  AND  SECRET,  CHERRY  REQUIRES  TOP  SECRET; 

MERGE  RULES:  ANN  AND  BETTY  YIELDS  TOP  SECRET  AND  CHICO; 

END; 
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